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Summary 

This document describes the development of further extensions and improvements to the jet noise 
model developed by Modern Technologies Corporation (MTC) for the National Aeronautics and Space 
Administration (NASA). The noise component extraction and correlation approach, first used 
successfully by MTC in developing a noise prediction model for two-dimensional mixer ejector (2DME) 
nozzles under the High Speed Research (HSR) Program, has been applied to dual-stream nozzles, then 
extended and improved in earlier tasks under this contract. Under Task 6, the coannular jet noise model 
was formulated and calibrated with limited scale model data, mainly at high bypass ratio, including a 
limited-range prediction of the effects of mixing-enhancement nozzle-exit chevrons on jet noise. Under 
Task 9 this model was extended to a wider range of conditions, particularly those appropriate for a 
Supersonic Business Jet, with an improvement in simulated flight effects modeling and generalization of 
the suppressor model. In the present task further comparisons are made over a still wider range of 
conditions from more test facilities. The model is also further generalized to cover single-stream nozzles 
of otherwise similar configuration. So the evolution of this prediction/analysis/correlation approach has 
been in a sense backward, from the complex to the simple; but from this approach a very robust capability 
is emerging. Also from these studies, some observations emerge relative to theoretical considerations. 

The purpose of this task is to develop an analytical, semi-empirical jet noise prediction method 
applicable to takeoff, sideline and approach noise of subsonic and supersonic cruise aircraft over a wide 
size range. The product of this task is an even more consistent and robust model for the Footprint/Radius 
(FOOTPR) code than even the Task 9 model. The model is validated for a wider range of cases and 
statistically quantified for the various reference facilities. The possible role of facility effects will thus be 
documented. Although the comparisons that can be accomplished within the limited resources of this task 
are not comprehensive, they provide a broad enough sampling to enable NASA to make an informed 
decision on how much further effort should be expended on such comparisons. 

The improved finalized model is incorporated into the FOOTPR code. MTC has also supported the 
adaptation of this code for incoiporation in NASA’s Aircraft Noise Prediction Program (ANOPP). 
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Nomenclature 


2DME 

A 

ANOPP 

AR 

AST 

b 

BPR 

C 


c 

C-D 

D 

DOD 

F 

f 

FAA 

FOOTPR 

GE 

GRC 

HSR 

k 

F 

U 

Fp 

FaRC 

FeRC 

FSF 

M 


Two-dimensional mixer ejector nozzle 
Nozzle area, m 2 

Aircraft Noise Prediction Program 

Nozzle outer-to-inner area ratio, dimensionless 

Advanced Subsonic Technology 

Empirical term in correlation of noise components at high velocity, dimensionless 
Bypass ratio 

Noise component coefficient, dB 
Sonic velocity, m/s 
Convergent-divergent 
Characteristic diameter, m 
Department of Defense 

Empirical factor in shock noise relation, dB/deg 

l/3rd-Octave-band center frequency, Hz 

Federal Aviation Administration 

NASA GRC’s Fortran code for noise prediction 

General Electric 

NASA Glenn Research Center 

High Speed Research 

Convection coefficient 

Fength (axial distance), m 

Axial length from secondary nozzle exit plane to primary nozzle exit plane, m 
Axial length from primary nozzle exit plane to plug tip, m 
NASA Fangley Research Center 
NASA Fewis Research Center 

Finear scale factor, full-scale dimension divided by model-scale dimension 
Mach number 


m Mass flow rate, kg/s 

MAR Mixer area ratio (Ref. 1), dimensionless 

MTC Modem Technologies Corporation 

N Slope of component noise versus effective velocity 

NASA National Aeronautics and Space Administration 
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n c Convection velocity coefficient 

OASPL Overall sound pressure level, dB re 20 pPa 

P Total pressure, Pa 

PRi Suppressed-to-unsuppressed wetted perimeter ratio of the inner (primary) stream of a 

coannular nozzle; this is defined as the wetted exit perimeter for the primary stream with 
chevrons (i.e., the sum of the center plug perimeter - if any - and the outer, chevron- 
serrated, perimeter of the of the primary stream annulus), divided by the wetted exit 
perimeter of the annular primary stream without chevrons (note this quantity is 
dimensionless, and is always greater than unity for nozzles with chevrons; and equal to 
unity for nozzles without chevrons) 

PR 0 Suppressed-to-unsuppressed wetted perimeter ratio of the outer (bypass) stream of a 

coannular nozzle; this is defined as the wetted exit perimeter for the bypass stream with 
chevrons (i.e., the sum of the inner perimeter and the outer, chevron-serrated, perimeter 
of the of the bypass stream annulus), divided by the wetted exit perimeter of the annular 
bypass stream without chevrons (note this quantity is dimensionless, and is always 
greater than unity for nozzles with chevrons; and equal to unity for nozzles without 
chevrons) 

R Source-to-observer distance, m, or gas constant, m 2 /s 2 -K 

RMS Root-mean-square average 

r pt Plug tip radius, m 

S Strouhal number, dimensionless 

SAR Suppressor area ratio (Ref. 1), dimensionless 

SPL l/3rd-Octave-band sound pressure level, dB re 20 pPa 

T Total temperature, K 

t Static temperature, K 

UOL Overall sound pressure level uncorrected for refraction, dB re 20 pPa 

V Characteristic velocity, m/s 

V e Effective velocity for noise generation, m/s 

Vi/o Higher of inner stream or outer stream velocity, m/s 

X c Empirical length scaling factor, m 

X s Axial source location relative to outer stream nozzle exit, m 

a Turbulence convection correlation length factor, dimensionless 

P Shock strength 

A Difference in variable 

s Root-mean-square error, dB 

0 Directivity angle (Fig. 2), deg (“thef ’ on some figures) 

0' Effective directivity angle, accounting for refraction, deg 

0 F Empirical angle scaling factor 
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Mach angle, deg 

Fully-expanded jet density, kg/m 3 
Density exponent 


0M 

P 

CO 

Subscripts (Note that on some figures subscripts appear as regular text) 

1 Inner boundary 

2 Outer boundary 

amb Ambient conditions 

c Convection 

comp Noise component 

cor Corrected for source location 

D Downstream of plug 

d Design value 

EE ExperimentaFextracted 

eff Effective value, including perimeter ratio effect 

eq Equivalent 

ex Exit of nozzle 

exp Experimental value 

f Flight (or simulated flight) 

h Flydraulic 

I Inner stream 

ISA International Standard Atmosphere 

j Jet (single stream) 

L Large-scale turbulent mixing noise generated well downstream of nozzle exit (previously 

called merged mixing noise - subscript M) 

M Merged mixing noise (terminology of Task 9 and earlier) 

mix Isentropic mixed flow 

Norm Normalized 

O Outer stream (previously also used for outer shear layer mixing noise) 

P Inner stream plug separation 

Pred Predicted 

S Small-scale turbulent mixing noise generated near nozzle exit (previously called outer 

shear layer mixing noise - subscript O) 

sh Shock 

supr Suppressed 
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T Transitional/intermediate-scale turbulent mixing noise generated in vicinity of end of 

potential core (previously called inner stream mixing noise - subscript O; analogous to 
premerged mixing noise of 2DME and internal mixer nozzles; subscript T no longer used 
for total noise) 

th Throat of nozzle 
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Introduction 


The National Aeronautics and Space Administration (NASA) has long been involved in aircraft noise 
research and technology development and has on some occasions carried these activities to the level of 
engine system tests and even flight tests. The Department of Defense (DOD) and the Federal Aviation 
Administration (FAA) have traditionally looked to NASA for technology advancement in noise that may 
be applicable to DOD’s needs. With the termination of the FTigh Speed Research (FISR) and Advanced 
Subsonic Technology (AST) programs, NASA has been directed to focus on relatively advanced concepts 
that have high risk, but potentially high payoff. The nature of this work does not at present include 
significant near-term design effort building on the development engine system and flight tests of the past. 
Key experienced personnel are retiring without having the opportunity to work on design/development 
projects with their younger colleagues. Much of the practical knowledge and experience acquired in the 
1970s and 1980s is in danger of being lost. 

The Modern Technologies Corporation (MTC) has been supporting NASA and the aircraft propulsion 
industry by developing practical and easy-to-use semi-empirical predictive models for jet noise since 
1995. MTC’s efforts started with the very complicated two-dimensional mixer ejector (2DME) nozzles of 
the FISR program (Ref. 1), which had so many complicated features that the semi-empirical approach was 
necessitated. The product of this effort is now a part of the design and data reduction software of General 
Electric (GE) and is included in the Aircraft Noise Prediction Program (ANOPP) of NASA Langley 
Research Center (LaRC) and the NASA Glenn Research Center (GRC) Footprint/Radius (FOOTPR) 
code. 

Of perhaps as much value as the predictive code itself are the methods and experience acquired in 
analyzing and correlating noise data involving multiple sources. This methodology involves first using a 
relatively crude model to predict the relative levels of the various noise components, using this model to 
deduce individual components and then correlating those components; iteration results in rapidly 
improving predictive models. As MTC has applied this approach to relatively simpler coannular nozzle 
configurations, the value of this approach has been demonstrated with accurate predictive models 
developed first for high bypass ratio (BPR) nozzles, including suppression features, for subsonic aircraft 
(Refs. 2 to 4) and then generalized to cover low BPR supersonic cruise applications (Refs. 5 and 6). The 
approach used in developing this model might be called “hybrid experimental/empirical,” but relevant 
elements of theory are utilized to the extent considered practical. As this work has evolved, in reverse, 
from complex to simple, MTC has attempted to relate the empirical relations as much as possible to 
theory. 

In the current task the approach is applied to the even simpler single stream nozzles, and further 
comparisons of the empirical relations with theoretical relations are made. Progress in relating the 
empirical/applied models to theory indicates that the development of a fiindamentally-sound jet noise 
reduction design guide is now feasible. 

NASA uses state-of-the-art system noise prediction codes to analytically calculate the noise levels of 
aircraft. FAA certification noise levels, airport-vicinity noise footprints, climbout, and en route noise 
levels all may be calculated with these computer models using a variety of noise metrics. These analysis 
tools (namely the LaRC Aircraft Noise Prediction Program (ANOPP) (Ref. 7) and GRC FOOTPR 
(Ref. 8) codes) compute spectral, one-third octave band sound pressure levels from several aircraft noise 
sources for both static and in-flight conditions. The source noise models are generally semi-empirical, 
using real physical scaling laws that are calibrated with measured test data. The coded prediction structure 
is flexible enough that new methods may easily be added to the system. A new source noise model that 
more accurately predicts both subsonic and supersonic jet noise and that incorporates new noise 
suppression features for single-stream and dual-stream nozzles is the focus of this report. 

The approach MTC has employed in these tasks, summarized in Reference 6, is to use an initial 
predictive model based on analogy to relatively simple semi-empirical expressions derived mainly from 
the theory of Lighthill (Refs. 9 and 10) for circular jets. We assume that even for complex geometries 
subsonic jet noise will correlate in a manner analogous to the classical model (also taking into account the 
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theoretical developments of Ffowcs-Williams (Ref. 1 1) and Goldstein and Howes (Ref. 12)), if the proper 
characteristic velocity and characteristic length can be established. For supersonic jet cases, we assume 
that the subsonic mixing noise relations may be extrapolated and that the additional shock/turbulence 
interaction noise can be correlated with a model similar to that of Harper-Bourne and Fisher (Ref. 13), 
again assuming that characteristic velocity and characteristic length can be established. 

A persistent problem in developing predictive models is in obtaining good quality experimental data. 
Noise generated in the experimental facility upstream of the test nozzle: valves, elbows, obstructions, and 
especially the combustor can contribute significant noise, and much of this noise is of a broadband nature, 
easily confused with jet noise. Muffling of these sources is costly in terms of size as well as expense, and 
it is particularly difficult in flight simulation facilities, where compactness of hardware is very important, 
as discussed by Viswanathan (Ref. 14). Ahuja (Ref. 15) has recently documented the difficulties in 
obtaining good quality data even for static testing. Another feature of our approach is that all the analyses 
are conducted with lossless, rather than Standard Day spectra, as is often done in industry. We feel that it 
is important to isolate the effects of as many physical processes as practical. 

Free-jet flight simulation facilities are very useful, and can provide meaningful data so long as that 
data can be analytically transformed to the flight frame of reference. The different methodologies used by 
NASA and industry to perform this transformation produce very different results, especially in the rear 
quadrant; this compelled us to rely largely on static data to develop our model, but we showed reasonable 
agreement with simulated flight data when these transformation issues are considered (Refs. 3 to 6). 

Based on recent analyses and past experience, seven potential source mechanisms must be assessed 
and preliminary models are available from Task 9 (Ref. 6), as discussed in the following section. 

Predictive Model 

The general dual-stream nozzle geometry and the mixing noise generation regions modeled are 
illustrated in Figure 1. Inner stream flow separation from the plug was also found to be a significant 
source (Refs. 3 to 6). When the exhaust conditions of either or both streams are supersonic, shock noise 
becomes significant, and we use an updated model structurally similar to that currently in FOOTPR 
(Ref. 6). In generalizing the predictive model to include single stream cases, this terminology becomes 
awkward and should be replaced by a more fundamental description as follows. 

The lowest frequency component, previously called “merged mixing noise” (subscript M) for 
multiple-stream nozzles and generated well downstream of the nozzle exit, is most likely due to the 
mixing of the coherent large-scale turbulent structures of the jet with the ambient; so it is now called 
“large scale mixing noise,” denoted by the subscript L. The relatively high frequency mixing noise 
generated near the nozzle exit, previously called “outer shear layer mixing noise” (subscript O) is likely 
due to the small-scale turbulent mixing in the initial shear layer(s); so it is now called simply “small scale 
mixing noise,” denoted by the subscript S. The most difficult to characterize mixing noise component, 
needed to completely correlate dual-stream mixing noise (Refs. 4 to 6) and also identified by Fisher, et al. 
(Refs. 16 and 17), occurs primarily at middle-to-high frequency and was previously called “inner stream 
mixing noise” (subscript I). Comparisons and discussion to follow support the notion that this is 
analogous to what has been termed “premerged mixing noise” in many analyses of suppressor nozzles 
(e.g., Ref. 1) and internal mixer nozzles (e.g., Ref. 18). We now label this component 
“transitional/intermediate scale mixing noise,” denoted by the subscript T. The large scale mixing and 
small scale mixing components may very well be amenable to theoretical/computational modeling in the 
near future, and the empirical models herein may be replaced, but it is more likely that for system design 
purposes the computationally faster empirical approach will be retained in as close to theoretically-based 
formulation as possible. In contrast, the transitional/intermediate scale turbulent mixing noise is likely to 
be very difficult to characterize from first principles in the near term although some progress was made 
for the 2DME in relating the noise characteristics to the measured flow field characteristics (Ref. 19), 
which may be predictable by Computational Fluid Mechanics. Also potentially contributing is “inner- 
stream plug separation noise” (Refs. 4 to 6, 20) at high frequency, denoted by the subscript P. The shock 
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noise relations are essentially as in Reference 6, but with some renaming: the module that was called 
inner stream shock noise (subscript I,sh) is now also applied to single-stream shock noise (subscript sh); 
outer-stream shock noise (subscript 0,sh) and downstream merged (beyond plug tip) shock noise 
(subscript D,sh) (e.g., Ref. 21) are used only for dual-stream configurations under specific circumstances. 

Source Locations 

Experimental jet noise measurements are typically made at a distance far enough from the nozzle to 
be in the far field of any individual noise source region, but not far enough away to treat the entire 
exhaust plume as a point source at the center of the nozzle exit plane, as is usually assumed in 
determining the directivity angle. The prediction procedures must take this difference into account. A 
simple method is used (Refs. 3 to 6) herein to approximate these source location effects for the different 
sources. The geometric relations for noise sources downstream of the nozzle exit plane (the outer stream 
exit plane is used for dual stream nozzles) are given in Figure 2. The relationship of the actual (corrected) 
source-to-observer distance, R CO r, to its apparent value, R, for a source at distance, X s , downstream of the 
exit plane is as follows 


(Rcor/R) 2 = 1 + (X s /R) 2 + 2 (X s /R) cos 0 (1) 

The relationship of the corrected angle, 0 cor , to its apparent value, 0, is then 

0cor = COS' 1 [(R/Rcor) cos 0 + X s /R cor ] ( 1 a) 

A0 = 0 cor - 0 (lb) 

ASPL = - 20 log (Rco r /R) (lc) 


In reality the noise received at any point in the far field comes from multiple locations within the 
source region as a function of frequency, but reasonably accurate predictions can be made with a simple 
model wherein the source location variation with frequency is assumed to be less important than the 
variation with angle. Essentially the model accounts for the location, for each component, from which the 
peak of the noise spectrum at that angle appears to radiate. These corrections differ for each component, 
because the source positions are different. The simplification of assuming no change in source location as 
a function of frequency at each far field angle is generally adequate because each component contributes 
only over a limited frequency range; however, it is quite feasible to introduce frequency dependence if 
needed, as it might very well be to deal with airframe installation effects. Such an approach was used for 
ejector internal sources in Reference 1. These source locations must be accounted for in the correction for 
free jet shear layer effects (Ref. 22), as shown in References 4 to 6. 

Mixing Noise Components 

Any jet mixing noise source region is treated as a round jet of appropriate nozzle exit area at the 
appropriate conditions. Similar reasoning is used for all the mixing noise components. For a general 
mixing region the overall level, uncorrected for refraction, UOL, is given by the following 

UOL = C + 10 log [(Pamb/PlSA) 2 (Camb/ClSA) 4 ] + 10 log (A/R cor 2 ) + 10 (0 log (p/p amb ) 

+ 10 log [(V e /Camb) N /{l + b (V J C a mb) N _ ] - 5 k log [(1 + M c COS 0 cor ) 2 + (X 2 M c 2 ] (2) 
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Where C is the coefficient and N the velocity slope, both determined experimentally and then 
correlated, A is the appropriate nozzle exit area, and p is the fully-expanded jet density for that region. 
The convection coefficient k has been taken as 3 in our past work based on the theory of Goldstein and 
Howes (Ref. 12); whereas according to Ffowcs Williams (Ref. 1 1) it should be 5; our current model uses 
k = 4. In the past a = 0.2 has been assumed, but this will be investigated. Note that the Doppler term, - 10 
log [1 - Mfcos 0 cor ] has been eliminated; this results from comparisons with the data of Reference 23. 
The repeatability and consistency of those data is such that it can be deduced that better agreement 
between static and simulated flight data is obtained if this term is eliminated. The simulated flight 
transformation includes a Doppler correction, so it appears that the relations presented herein do model 
the flight situation, but this should be validated by comparison with actual flight data. Note that the 
velocity term now features a limiting behavior, producing a 30 slope versus the logarithmic velocity 
parameter at very high velocity, while retaining the N slope, where N is on the order of 8, at low velocity, 
resulting in an 80 slope. This change of slope at high velocity is somewhat consistent with our recent 
correlations using different slopes at high and low velocity, but it is further motivated by our intent to 
develop relationships of very wide applicability now, and is consistent with the correlation of von Glahn 
(Ref. 24), which included rocket data. Essentially the same relation, but with N = 7.5 was used in the 
initial ANOPP jet noise model (Ref 25). Note that angle of attack effects are not yet included. The 
effective velocity for noise generation, V e , is in most cases calculated as follows 

Ve = V[ l— Mf (c amb /V)] 1/2 (2a) 

Where V is the characteristic velocity for this region. This expression has evolved from earlier 
relations wherein jet noise was assumed to vary with relative jet velocity to a relatively high power, 
typically 5th or 6th, times absolute jet velocity to a somewhat lesser power, typically 2nd or 3rd, 
preserving the overall 8th power expected (Refs. 9 and 10). Most of our earlier relations (e.g., Ref. 26) 
split the velocity effect as 2/3 relative and 1/3 absolute; the current even split is somewhat more 
conservative, yielding a smaller in-flight reduction of jet noise than the earlier relations. 

The effect of jet temperature or density on noise has also been a matter of contention, and is rather 
complicated even for a single subsonic static round jet. It is generally accepted that in the case of the hot 
jet the noise generated is due to two source terms quadrupole and dipole, with the dipole term 
contributing more strongly as jet temperature increases (or as density decreases) and as jet velocity is 
reduced. Thus for cold jets the 8th power velocity effect is observed even to low velocity, while for hot 
jets at low velocity the jet velocity dependence reduces to a 5th or 6th power. Although such behavior can 
be explained on a theoretical basis, in an experiment it is difficult to separate this relative increase in 
noise with increasing temperature at low velocity from the contamination from upstream noise sources. 
This problem has long been recognized (Ref. 27) and must still be considered (Ref. 3). The approach to 
quantifying this effect, as suggested by Ahuja and Bushell (Ref. 27), has been to assume that the density 
effect on noise can be correlated by a variable exponent co as a function of velocity, i.e., OASPL oc 10 co 
log (p/pamb), where co is tabulated as a function of nondimensionalized jet velocity, V/c amb . In our work 
(e.g., Refs. 1 and 26) we have used a simple algebraic expression for this density exponent, as follows 

CO = 3 (V e /c amb ) 3 - 5 /[0.6 + (Ve/c amb ) 3 ' 5 ] - 1 (2b) 

However, in some of our recent work (Refs. 4 to 6) we considered other approaches where co might 
be constant for some source regions. The resulting expressions are different for the different components. 

The convective Mach number, M c , is calculated from the following relation 


M c = n c [(V/c amb ) - M f ] 


(2c) 
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In our recent work (Refs. 4 to 6) initially n c was assumed constant at 0.62, as has been assumed in 
many early models. We found that using a variable n c was quite helpful. Such variations could be related 
to flow-acoustic interaction, or “flow shielding.” These considerations are explored more thoroughly by 
Gliebe, et al (Ref. 28). 

The effect of refraction is incorporated in the spectral directivity relations in an empirical manner, but 
crudely in the direction suggested by theory. The relative sound pressure level, SPL - UOL, is correlated 
as a function of the effective directivity angle, 9', and the logarithmic Strouhal number, log S, where the 
Strouhal number is calculated as follows 

S = (f D/V e ) (T/T amb ) 0 - 4 (1 + cos 0,) (3) 

Where D is the characteristic diameter, typically (4 A/7T )°‘ 5 , and T is the region total temperature. 
Analogously to the level relation (Eq. (2)), the Doppler factor, [1 - M f cos 0 cor ], is no longer included, 
except for the plug separation noise component; flight comparisons will determine whether it should be or 
not. The effective angle, to account for refraction effects, is calculated as follows 

9' = 9 cor (V/c amb ) 01 (3a) 


It is by use of this effective directivity angle that, in a very simple and approximate way, refraction is 
accounted for. It is assumed that the spectra for widely differing jet velocities are similar at this adjusted 
angle rather than at the same geometric angle. This approach, in conjunction with the analytically 
modeled convection effect in Equation (2), correlates the variation of SPL with frequency and angle 
rather well, as shown later herein. The resulting spectral directivity tables are developed iteratively as 
further discussed later in this report. 

The source location for a mixing region noise, X s , is as follows 

X s = [L + (Xc + 9/9 f ) D]/LSF (4) 

L is the displacement of the start of the mixing region from the fan nozzle exit plane, while X c and 9 F are 
empirical length and angle scaling factors. LSF is the linear scale factor, full-scale dimension divided by 
model-scale dimension. The uncorrected angle, 9, is used here to start the correction process in closed 
form. Even though the experimental data are scaled to the correct size for comparisons, the linear scale 
factor is used in conjunction with the experiment geometry to correct the predictions for the effect of 
source location. 


Shock Noise Components 

The relationships used to predict any shock noise component OASPL sb- for M > 1.9, is as follows 


OASPL sb = C sh + 19 log [(p a mb/pisA) 2 (c am b/cisA) 4 ] + 19 log (A/R cor 2 ) 

+19 log {[37(1 + (3 4 )} - 49 log (1 - M f cos 9 cor ) - F (9 cor - 9 M ) (5) 

Where [3 is the shock strength and the ambient property and area/distance terms also used in the 
internal mixing noise relations have the same meaning. The shock strength parameter [3 is calculated as 
follows 


[3 = [(M 2 - M d 2 ) 2 + 9.91 M d /(1 - D!/D 2 )] 1/4 


(5a) 
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Where M is the particular stream Mach number expanded to ambient conditions and M d is the design 
Mach number. D! is the inner diameter and D 2 is the outer diameter for the stream under consideration. 
The term 0.01 M d /(1 - Di/D 2 ) is included to prevent a singularity at M = M d , where P is at its minimum. 
The intercept C S h may be dependent on geometry. The Mach angle is denoted by 0 M , calculated as follows 

0 M = 180 - sin' 1 (1/M) (in degrees) (5b) 

(Note on terminology: 0 M will always have an additional subscript; otherwise the subscript M on other 
variables refers to the merged region.) The term F (0 cor - 0 M ) is calculated as follows 

F ( 0 cor-0M)=O-O for0 cor <0 M | 

F (0 C or-0M)= 0 -75(9 cor -e M ) for0 cor >0 M J 

Spectral directivity effects are calculated next. The relative sound pressure level, SPL sh - OASPL sh , is 
given in tabular form as a function of the directivity angle 0 and the logarithmic Strouhal number log S sh . 
The Strouhal number is calculated as follows 

S sh = [fpD h /(0.7V)] (1 - M f cos 0 cor ) { [ 1 + (0.7 V/c amb ) cos 0 cor ] 2 + a 2 (0.7 V/c amb ) 2 } 1/2 (6) 

It may very well be that the tables eventually developed will be different for under-expanded and 
over-expanded cases, but at present this is not the case. 

The source location for shock noise, X s sh , is as follows 

X s , sh = [L + 2 D h (M 2 -l) 1/2 ]/LSF (7) 

Since the characteristic dimensions for shock noise components are typically the exit dimensions of a 
convergent-divergent nozzle, while the characteristic dimensions for mixing noise are typically those of 
the nozzle throat, up to eight diameters are needed to fully describe the geometry of a nozzle as complex 
as a coannular, convergent-divergent plug nozzle. 

Component Extraction Examples 

The process of component noise separation and coefficient adjustment is illustrated in the following. 
Examples are shown here and in References 4 to 6 for a wide enough range of situations to give the reader 
an appreciation of the power of this approach and the issues that must be addressed in its application. The 
cxpcrimcntal/cxtractcd component SPLs are obtained from the following relation for each component: 
SPL eompEE = SPL exp - (SPL Pred - SPL comp Pred ). There are adjustments made; the component coefficients are 
adjusted, generally by a small amount to minimize errors, but no adjustments are made to the spectral 
directivity relations. Since several examples of this sort have been shown for coannular nozzles in the 
previous task (Ref. 6) and the predicted spectral directivity relations are only slightly different (and those 
differences mainly confined to extremes in angle and frequency), the examples shown here are for single- 
stream nozzles. The cases shown in Reference 6 include subsonic and supersonic cases with both inverted 
and conventional velocity profiles and also include suppression modifications to both streams. 

Shock-Free Conical Nozzle 

A near-static case for a small model in the Lockheed Georgia anechoic chamber (Ref. 29) for a 
relatively high subsonic jet velocity, V/c amb = 0.98 is shown in Figure 3 for four far-field locations: 
forward quadrant, 0 = 90 deg (Fig. 3(a)), 0 = 120 deg (Fig. 3(b)), 0 = 135 deg (Fig. 3(c)), and near the 
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peak noise angle in aft quadrant at 9 = 150 deg (Fig. 3(d)). (The low M f is the result of the pumping effect 
of the small model jet on the facility free jet. Because of the very low M f no shear layer corrections are 
made.) The coannul ar nozzle relations (essentially Ref. 6) are used, but with the conical nozzle conditions 
and parameters used for each component. The measured noise spectra (SPL exp ) are shown by the heavy 
solid line (unsmoothed); the downstream/merged noise spectra (SPL l ,ee) are indicated by the O symbols 
connected by the dashed curve, the initial/outcr shear layer noise spectra (SPL S E e) are indicated by the □ 
symbols connected by the dotted curve and the intermediate/transitional (inner stream) noise spectra 
(SPLi ee) are indicated by the O symbols connected by the dot-dash curve. Data are not usually plotted if 
SPL compE E - SPL exp < - 10.0 dB, since such data are not meaningful; where such low values are shown, it is 
simply to show that the particular component does not contribute significantly at that angle. Comparisons 
are only meaningful for the dominant component at each frequency and angle. It should be noted that 
regardless of whether or not component levels are plotted, using this method of extraction, the 
antilogarithmic sum of the components always equals the total SPL, whether experimental or predicted. 
Comparing the plots at the four angles shows that the various components have different directivity 
effects. 

The magnitude of the adjustment applied to the total experimental SPLs to yield the component 
values can be seen by comparing the extracted component spectra with the total. At all angles for this test 
case the downstream/merged mixing noise is dominant over most of the spectrum, but the outer shear 
layer does contribute at high frequency. For other cases the other noise components can also become 
important, depending on test conditions and geometry. Where the extracted component SPL is within 
4.0 dB of the total, the data are correlated in normalized spectral form, as discussed later herein. The 
values of the corrected effective directivity angles for each noise component are noted on these figures: 
for large scale (previously called merged) mixing noise, 0' L = thet'L (on figure 3); for small scale 
(previously called outer shear layer) mixing noise, 0's = thet'S (on figure 3); and for 
transitional/intermediate scale (previously called inner stream) mixing noise, 0 't = thet'T (on figure 3). 
Since for this particular case for all these components, the (V e /c)° 1 is close to 1.00, 0 comp = 0' com p, and the 
magnitude of the correction due to source location can be seen. 

Once the noise spectra have been broken down into their components, the experimental/extracted 
components can be compared with prediction, as shown in Figure 4, for the same case as in Figure 3. The 
same symbols are used for each component as in Figure 3, but now the corresponding curves are the 
predicted values. The coefficients for the various components, C L , Cs, and Cx, are adjusted to minimize 
the average error (experimental minus predicted) at all angles where the data are considered valid, over 
the frequency range where that component is most important. The adjusted values of the component 
coefficients are shown on each such figure. (Note that as the coefficients change relative to each other, the 
correction SPL compFF - SPL exp as a function of frequency and angle, also changes.) Fairly good agreement 
between experimentaPextracted and predicted spectra can be seen, but not as good as seen in recent 
coannular nozzle cases. Considering that these 27-year-old data were obtained in a fairly small facility 
with a small (5-cm diameter) nozzle, these results are encouraging with regard to the likelihood that a 
“universal” correlation may be achievable. 

Similar comparisons for a higher jet velocity, but still subsonic due to elevated temperature, are 
shown in Figures 5 and 6 for similar-vintage data from the NASA Lewis Research Center (LeRC, 
predecessor to GRC, Ref. 30) dual-stream hot-jet facility. These tests were made with a coannular nozzle 
having no flow in the outer stream. For this outdoor facility, both ground and pole-mounted (nozzle 
centerline level) microphones were used; both were corrected analytically and merged — low frequencies 
from the ground microphones and high frequencies from pole microphones, with variably-weighted 
averaging at middle frequencies. The conical nozzle was 10-cm diameter, twice the linear dimension and 
four times the area of the nozzle for which data are shown in Figures 3 and 4. With the larger size and 
higher jet velocity, the contributions of the small scale mixing and intermediate/transitional mixing are 
more significant although the large scale mixing is still the most important. In terms of full-scale 
perceived noise level, the intermediate/transitional contribution is probably significant. 
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Conical Nozzle With Shock Noise 


Similar analyses for a static case from GE’s anechoic free-jet facility, scaled to nominal full size on a 
2400-ft sideline at takeoff conditions, Vj/c amb = 2.1 1 and M f = 0.0 (Ref. 31), are shown in Figures 7 and 8. 
The adjustments to the mixing noise components are C L -1.0, C T -2.0, Cs +4.5, with Csh exactly as 
predicted. Shock noise is very dominant at 0 = 40 deg (Fig. 7(a)); shock noise is the controlling 
component from 100 to 1000 Hz. Shock noise is also dominant at 0 = 70 deg (Fig. 7(b)), but not as 
dominant over mixing noises as at 0 = 40 deg. Also apparent at 0 = 70 deg is a tone in the vicinity of 
159 Hz, probably due to shock “screech,” a common problem with small nozzles. At 0 = 100 deg 
(Fig. 7 (c)) the large-scale turbulent mixing noise is dominant up to 316 Hz, with shock noise dominant at 
400 to 500 Hz, transitional-scale turbulent mixing noise dominant at 800 to 1590 Hz, and small-scale 
turbulent mixing noise dominant at 2512 to 5010 Hz. From about 251 to 2512 Hz, no individual 
component is within 2.0 dB of the total, which illustrates how difficult it can be to isolate and then 
correlate individual components. Similar results are seen at 0 = 120 deg (Fig. 7(d)), but with shock noise 
becoming a less than significant contributor. At the aft angles, 0 = 140 and 160 deg (Fig. 7(e) to (f)), 
large-scale turbulent mixing is dominant over most of the spectrum, but a hump can be seen in the 159 to 
200 Hz range. Whether this hump is due to a tone, like the “screech” tone evident in the forward quadrant, 
or an additional mechanism such as large eddy Mach wave radiation, is uncertain. The level of agreement 
shown in Figure 8 was achieved by changing a from 0.2 to 0.3, which has a significant effect only in the 
rear quadrant. Note that for the cases previously analyzed in References 4 to 6 the change in a does have 
a small, but noticeable effect; experimental/extracted component coefficients typically change by a few 
tenths of a dB. 


Component Correlations 

The same extraction and coefficient adjustment approach demonstrated in the foregoing section was 
applied to an more extensive set of data from References 23, and 30 to 34 used in Reference 6 as well as 
single stream conic and convergent divergent (C-D) nozzle data from Reference 29. This includes 
reevaluation of representative cases previously analyzed in Reference 6 to assure that the changes made to 
the predictive model to cover a wider range of conditions and geometries do not degrade the agreement 
demonstrated in the earlier comparisons. The baseline (unsuppressed) configurations are considered first, 
with the expectation that the changes will be minor for the relatively dominant merged mixing and outer 
shear layer mixing noise components and that some further improvements and/or simplifications may be 
found for the less dominant components. The change of a from 0.2 to 0.3 is used throughout. New 
correlations for the coefficients are developed in this section. 

For all the components, adjusted spectral directivity relations are developed, although these changes 
for most components are relatively small with respect to the relations of Reference 6. These tables are 
given for large scale mixing noise (formerly merged mixing noise) in Table I, for small scale mixing 
noise (formerly outer shear layer mixing noise) in Table II, for transitional/intermediate scale mixing 
noise (formerly inner stream mixing noise) in Table III, for inner stream plug separation noise in 
Table IV, for plug/downstream shock noise in Table V, for outer stream shock noise in Table VI, and for 
single stream or inner stream shock noise in Table VII. Since our previous reports have include a number 
of comparisons of the normalized experimental/extracted spectra with the tabulated values, further 
spectral comparisons herein will be limited to comparisons of total predicted spectra with experimental 
values, with predicted component levels shown to indicate the relative contributions of the different 
source mechanisms. 

Note that, as in Reference 6, the effects of nozzle exit mixing enhancement modification are 
correlated only in terms of influence on levels and not the spectra, so simple “delta” correlations are all 
that is justified, at present, to represent the observed reductions in merged noise at the expense of small 
increases in the higher frequency components. However, there is some evidence of small spectral and 
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directivity effects, particularly on merged mixing noise, and an approach to modifying the relations is 
discussed. As in the previous model (Ref. 6), it is assumed, for correlation purposes, that the effects of 
outer nozzle chevrons is additive to that for inner nozzle chevrons. The chevron effects are correlated in 
terms of perimeter ratio, where the perimeter ratio for each stream is defined as the ratio of the total 
wetted perimeter for that stream (i.e., both inner and outer perimeters) divided by the total wetted 
perimeter for the unsuppressed annular passage. 

Regarding statistics to be cited below, in comparing repeat tests for the nominal BPR = 5 external 
plug nozzle (Conf. 3BB, Ref. 23) at V mix /c amb = 1.072T0.014 and M f = 0.28, 3BB-549 relative to 3BB- 
396, the following is observed: the average error in OASPL is -0.8 dB, while the standard deviation is 
0.7 dB and RMS error is 0.8 dB. When the data at all frequencies and angles are considered, they show an 
average error of -0.9 dB, with standard deviation and RMS error both 1.2 dB. Breaking this down into 
low, middle and high frequency ranges, the corresponding error results are -0.8, 1.0 and 0.9 dB from 
50 to 500 Hz (where large scale mixing is generally dominant); -0.9, 1.3 and 1.3 for 631 to 1995 Hz 
(where transitional and small scale mixing are generally dominant); and -1.0, 1.7 and 1.7 for 1995 to 
3980 Hz (where small scale mixing and/or plug separation are generally dominant). 

Large Scale Mixing Noise 

In Reference 4 several different assumptions regarding the density exponent co L (co M in earlier 
models) were investigated. Because of the range of test conditions included there was a significant range 
of temperature and velocity, so the method of correlating density effects was quite significant. Considered 
were co L = 0.0, 1.0, and 2.0, as well as the variable co L (from Equation (2b)). The variable eo L was found to 
provide the most satisfactory correlation, yielding the simplest velocity effect. In Reference 6, a small 
effect of nozzle extension was included that now does not appear appropriate. With the generalized 
convection formulation, the normalized baseline (unsuppressed) large scale mixing noise overall level is 
defined as follows 

HOLLjvjorm UOL l - 10 log [( Pamt/PlSA) (Camb/CiSA) ] ” 10 log ( A[ /R cor [ ) - 10 0 )[ log (pi/Pamb) 


+ 20 log [(1 + M c , l cos 0 cor , L ) 2 + 0.09 M c , l 2 ] (8) 

Where, analogous to Reference 6 

COL = 3 (Ve, L /Ca m b) 3 ' 5 /[0.6 + (V e ,L/c amb ) 3 ' 5 ] - 1 (8a) 

Ve,L = V mlx I 1 • - Mf (c amb /V mix)] 1/2 (8b) 

M c , l = n e , L [(V mix /c amb ) - M f ] (8c) 

n c ,L = 0.4/(l + 1.5 {Vo/Vi} 4 ) + 0.3 (Dual-stream nozzle) (8d) 

n c ,L = 0.460 (Single-stream nozzle) (8e) 

A l = Aj + A 0 (Dual-stream nozzle) (8f) 

A l = A, (Single-stream nozzle) (8g) 

V mix = (m/Vi + m 0 Vo)/(m] + m 0 ) (Dual-stream nozzle) (8h) 

V m j x = Vi (Single-stream nozzle) (8i) 
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PL = Pamb / (R W) (8j) 

tmix = T mix - (y - 1 ) V mix 2 /(2 Y R) (8k) 

Tmix = ( m 1 T 1 + m 0 To)/(mi + m 0 ) (Dual-stream nozzle) (81) 

Tmix = Tj (Single-stream nozzle) (8m) 


Note that the areas are isentropically fully-expanded and that jet properties are fully-expanded and 
mass averaged. In this case, the large scale merged density, p L , is computed using the ideal gas state 
equation with the mass averaged specific heat ratio y and gas constant R along with the merged static 
temperature t mix (which is in turn computed with isentropic relations using the mass averaged total 
temperature and V m i x ). Strictly, the mixed jet velocity should be computed via a bona fide thermodynamic 
mixing analysis rather than the simple averaging method specified above. A true velocity mixing analysis 
could improve the quality of the correlation and this effect could be explored in future studies. Of course 
for a single stream nozzle, the mass averaged conditions are simply those of that (inner) stream conditions 
with A 0 = Vo = hi o = 0. Also for the single-stream case, n c l is calculated for Vq/Vi = 1.00, yielding n c j 
= 0.460; this is a significant change from the 0.620 value used in our earlier single-stream formulations, 
but it appears to be consistent with the new assumptions of k = 4 and a = 0.3. 

Values of this normalized large scale mixing noise level are plotted against the nondimensionalized 
effective jet velocity parameter log (V c x/c arnb ) and found to correlate well. The two-segment approach 
used in References 4 to 6 would be adequate, but in attempting to make our relations as general as 
possible, the predicted values of UOL l as a function of the velocity parameter for several different 
approaches are compared in Figure 9. The two-segment approach for dual-stream nozzle merged mixing 
noise from Task 9 (Ref. 6) is shown by the solid line connecting circle symbols; the relation for the 
2DME merged mixing noise at sideline orientation (Ref. 1) is shown by the dashed line connecting square 
symbols; the original ANOPP jet noise relation for OASPL is shown by the dotted line connecting 
triangle symbols; and the conventional-profile coannular nozzle OASPL relation is shown by the dash-dot 
line connecting diamond symbols. Since the OASPL of these jets is controlled by the merged/large-scale 
contributions, these comparisons are valid. Since the formulation of the original ANOPP model was 
based partially on the correlation of von Glahn (Ref. 24) that included very high jet velocity rocket data, 
we now suggest the following relation, labeled “Trial” in Figure 9 

l.OI .] \orni — 140.0 + 10 log [( V e , L / Camb) 8 / { 1 + 0.02 ( Ve, L /Camb) 5 } ] (9) 

This relationship is now compared with data from several unsuppressed dual-stream and single- 
stream configurations, as shown in Figure 10. Dual-stream comparisons are shown in Figure 10(a) for a 
large number of configurations from References 23, 30, 31, and 34. Only 3 of the 91 data points fall 
outside the ±3.0 dB band, and the average over-prediction is 0.1 dB. With this very small average error, 
the standard deviation and the RMS error are essentially equal at 1.6 dB, which we consider to be very 
good when consideration is given to the repeatability RMS error of 0.8 dB seen for OASPL. The single- 
stream data (Refs. 29 to 31) shown in Figure 10(b) agree reasonably, but on average the experimental 
values fall below the correlation based on the dual-stream configurations; however, all these single-stream 
data are rather old and so may not be as reliable in an absolute sense as the more recent data. The fact that 
one relationship does as well as it does for such a wide range of cases is quite encouraging. 

In Figure 11 data for both suppressed and unsuppressed configurations at BPR = 5 are shown, 
compared with the baseline correlation modified for suppression effects as in Reference 6 

UOL L , Norm + 45 [log (PRjPRqMI + BPR) = 140.0 +10 log [(V e ,L/Camb) 8 /{l+0.02 (V c ,i/c amb ) 5 }] (10) 
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The experimental data agree reasonably well with the predicted trend versus velocity, but on average 
fall slightly the prediction. Note that the unsuppressed BPR = 5 data (repeated from Figure 10(a)) also fall 
below the relation, but only by an average of 0.2 dB. The suppressed cases fall an average of 2.8 dB 
below the prediction; so this means that the current formulation somewhat (2.6 dB) under-predicts the 
suppression benefits. Because of this significant average error, the RMS error is rather large at 3.2 dB, 
whereas the standard deviation is only 1.5 dB. A revised correlation, along the lines suggested below, 
should lead to a relation with RMS error approaching 1.5 dB. Although this relationship works reasonably 
well, perhaps a better long-term approach is to modify the calculation to account for the reduction noise 
by assuming that it is the result of a reduction in V m i x , and consequently V e ,L> due to the mixing 
enhancement, in which case the relation might be, based on these limited comparisons 

V mix , supr = V mix {[log (PR,PR 0 )]/(1 + BPR)} 05 

However, such a change in the characteristic velocity would result in a change in Strouhal relations, 
and furthermore, when considering a wider range of suppressor designs, we expect that an additional 
variable, most likely suppressor area ratio and/or mixer area ratio, will be required. Thus the more general 
approach we envision at present is as follows 

V m i x ,sup r /V m i x = Function of (PRi, PRo, BPR, S AR, MAR) 

Where SAR and MAR are the suppressor area ratio and mixer area ratio, respectively (Ref. 1). The 
relation developed must, of course, also give agreement with single-stream suppressor results. The 
magnitude of such an effort is beyond the scope of the current task, but should be considered in a follow- 
on effort. 

The Strouhal relations of Reference 6 are retained. The relative sound pressure level, SPL l - UOL l , is 
correlated in Table I as a function of the effective directivity angle, 0' L , and the logarithmic Strouhal 
number, log S L , where the Strouhal number is calculated as follows 

S L = (f Dl/V^l) (TL/T amb ) 0 ' 4 (1 + cos e ' L) (11) 

Where for dual-stream configurations D L is taken to be D M , the equivalent diameter based on total fan 
plus core fully-expanded merged area, [4(Ai + A 0 )/7t] 1/2 , while for a single-stream nozzle D L is simply 
taken to be the equivalent diameter of the fully-expanded single jet: (4A r /ji) 12 . Note that this is the only 
noise component that utilizes fully-expanded areas in computing the characteristic length for the Strouhal 
number; all others use hardware geometry. Analogously the temperature T L is the total temperature of the 
single jet or for the dual-stream case T L is taken to be T mix , the mass-averaged total temperature. 

The effective angle, to account for refraction effects, is calculated as follows 

9’l = 0cor,L (Vmix/Camb) 0 ' 1 (1 l a ) 

Of course, for the single-stream case V m i X is replaced by the fully-expanded single jet velocity. It is by 
use of this effective directivity angle that in a very simple and approximate way refraction is accounted 
for. It is assumed that the spectra for widely differing jet velocities are similar at this adjusted angle rather 
than at the same geometric angle. This approach, in conjunction with the analytically modeled convection 
effect in Equation (8), correlates the variation of SPL with frequency and angle rather well, as shown 
herein. 

The source location for merged region noise, X SjL , is calculated from Equation (4) modified for this 
component specifically, including the effect of the mixing enhancement modifications, as follows 

X S , L = [L, + (4 + 0/30) D l (PR 1 PRo)-°' 25 ]/LSF (12) 
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Note that the uncorrected angle, 9, in degrees, is used here to start the correction process (Eqs. (1) to 
(lc)) in closed form. 


Small Scale Mixing Noise 

There is not enough independent variation of outer stream velocity and temperature in the 
experimental data for dual-stream exhausts to really determine the best approach to correlating density 
effects. Therefore, as in References 4 to 6, since the variable co M relation was found appropriate for 
merged mixing noise, the analogous assumption is made here, and the variable ec>s is calculated from 
Equation (2b). Based on these considerations, the normalized baseline (unsuppressed) outer shear layer 
mixing noise overall level is defined as follows 

UOL s = Cs + 10 log [(Pamt/ PiSa)~ (c am l/ c ISA) 4 ] +10 log ( A s /R cur _ s “) + 10 CDs log (ps/pamb) 

+ 75 log (Ye jS /Camb) - 20 log [(1 + M c , s cos 0 corjS ) 2 + 0.09 M c ,s 2 ] (13) 


Where a = 0.3, and as explained in References 4 to 6 


CDs - 3 (V e ,s/Camb) 3 5 /[0.6 + (V e ,s/c a mb) 3 ' 5 ] “ 1 

(13a) 

V C ,S = V S [1 - M|(Ca,nb/V S )] l/2 

(13b) 

M c ,s = n Ci s [( Vs/Camb) “ Mf] 

(13c) 

0.3/(l + {Vq/Vi} 2 ) + 0.35 (Dual-stream nozzle) 

(13d) 

n CjS = 0.500 

(Single-stream nozzle) 

(13e) 

As = Ao 

(Dual-stream nozzle) 

(13f) 

As = Ai 

(Single-stream nozzle) 

(13g) 

Vs = V 0 

(Dual-stream nozzle) 

(13h) 

V s = Vi 

(Single-stream nozzle) 

(13i) 

Ts = T 0 

(Dual-stream nozzle) 

(13j) 

T s = Ti 

(Single-stream nozzle) 

(13k) 

Ps 

= Pamb / (R ts) 

(131) 

ts = T s 

-(y-l)V s 2 /(2yR) 

(13m) 


Note that the area is fully expanded isentropic and that fully-expanded jet properties are used outer 
stream for a dual-stream nozzle, and inner stream for a single-stream nozzle. Also note that for a single- 
stream nozzle, Vc/Vi = TO, yielding n CjS = 0.500. The small scale density, p s , is computed using the ideal 
gas state equation with the specific heat ratio y and gas constant R of the appropriate stream along with 
the static temperature t s (which is in turn computed with isentropic relations using the total temperature 
and Vs). In Reference 6, the coefficient then labeled Co was taken to be constant 133.0. For the wider 
range of conditions and configurations now considered, this assumption no longer appears valid. 
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Experimental/extracted coefficients Cs results are plotted against outer-stream/inner-stream velocity 
ration Vo/Vi for a wide range of unsuppressed dual-stream configurations are shown in Figure 12(a). An 
S-shaped correlation relation is currently used 

C s = 130.0 + [6/ { 1 + 1.5 (Vo/Vi) 3 ' 5 }] (14) 

For single-stream nozzles with V 0 = 0, Cs = 136.0. Single-stream results are also shown in 
Figure 12(a) to help establish proper limiting behavior. Flowever, one approach to improve agreement for 
single-stream nozzles at high frequencies may be to evaluate C s where Vo/Vi is unity, rather than zero, 
resulting in a value of 132.4 instead of 136.0. Conical nozzle results, arbitrarily plotted on the logarithmic 
scale at Vo/Vi = 0.1, agree well with the low velocity ratio dual-stream results. On the other hand, one 
annular nozzle result, arbitrarily plotted at V 0 /Vi = 9, indicates agreement with high velocity ratio dual- 
stream results. Much of the scatter is due to the fact that this component is mainly observed at relatively 
high frequency, where the data are inherently more prone to error and where it is difficult to separate the 
competing contributions of intermediate/transitional-scale mixing along with plug separation and shock 
noises, when they are present. Recall that the repeatability of the experimental data is almost twice as 
poor at high frequency than at low frequency (standard deviation 0.9 dB for lows and 
1.7 dB for highs). It is also likely that with further analysis and evolution of the model, the form of this 
relation may change considerably, though not much in magnitude, resulting ultimately in a model that is 
more accurate and aesthetically pleasing. Even so, for the dual-stream configurations the average error 
(predicted minus experimental) is — 0.3 dB, the RMS error is 1.5 dB and the standard deviation is 1.5 dB. 
For the much more limited single-stream cases the average error is — 0.5 dB, with 2.2 dB RMS error and 
2. 1 dB standard deviation. 

As for the large-scale mixing noise, the assumption is made that the effect of noise suppression nozzle 
exit modifications is as found in Reference 6, AC S = 3.37 log (PRiPR 0 ), so in Figure 12(b) the perimeter- 
ratio corrected coefficient, Cs - 3.37 log (PRjPRo) is plotted against Vo/Vj. This expression, in 
combination with that for large scale mixing, quantifies the finding that the suppression of low frequency 
noise with enhanced mixing must be traded against an increase, though smaller, in middle and higher 
frequency noise. In other words, nozzle exit modifications actually cause an increase in small scale 
mixing noise. On average, the suppressed level is under-predicted by 1.4 dB, with 1.7 dB RMS error and 
1.0 dB standard deviation. For the BPR = 5 baselines in comparison the under-prediction is 0.1, so the 
increase in high frequency noise due to the enhanced mixing is under-predicted by 1.3 dB. Recall that the 
low frequency benefit appears to under-predicted by 2.7 dB; it is apparent that the evolution of the model 
is indicating stronger effects, both positive and negative, for the mixing enhancement. 

The relative sound pressure level, SPL s — UOL s , is correlated in Table II as a function of the effective 
directivity angle 0's and the logarithmic Strouhal number log Ss, where the Strouhal number is calculated 
as follows 


Ss = (f D s /V e ,s) (T s /T amb f 4 (1 + cos e ' S) ( 1 5) 

Where D s is the outer throat physical diameter of the flow stream(s) (D 2 ,o,th for dual-stream or D 2j i, t h 
for a single-stream nozzle), and T s is the total temperature of the outer stream (T 0 for dual-stream or Tj 
for single-stream nozzles). The effective angle, to account for refraction effects, is calculated as follows 

0's = Qcor.s (Vs/c amb ) 01 (15a) 

These spectral directivity tables are developed iteratively as discussed in Reference 6. 

No effect of the mixing devices is expected on the location for outer shear layer noise, X s S , calculated 
as follows 
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X s , s = (0/45) D s /LSF 


(16) 


Again, note that the uncorrected angle, 0, in degrees, is used here to start the correction process in 
closed form. 


Transitional/Intermediate-Scale Mixing Noise 

A significant change from the early model (Ref. 3) was made in References 4 to 6; it was found that 
much better agreement is obtained if the characteristic velocity Vi /0 is taken to be the larger of Vo and Vi, 
and that the overall level correlates reasonably well with eo T = 0.0. Our original attempts to correlate this 
component used a velocity difference term, | V 0 - Vi I , but it was found that this component was present 
even as the difference term approached zero, so the more complicated form gradually evolved (Refs. 4 to 
6). It is interesting to note that in developing a prediction procedure for conventional velocity profile 
coannular nozzles, Fisher, et al. (Refs. 16 and 17) found that a term dependent on Vi was needed. 

UOL t = C T + 10 log [(Pamb/PISA) 2 (C a mb/C ISA ) 4 ] + 10 log (Aj/RcorJ 2 ) + 10 CO T log (pfpo) 


+75 log (Ve, T /Camb) - 20 log [(1 + M C , T cos 0 cor , T ) 2 + 0.09 M c ,t 2 ] (17) 

Where 

V e ,T = Vi/o [1 — M| (Camb/Vi/o)] 12 (17a) 

M c ,x = n c ,T [(Vi/o/Camb) “ Mf] (17b) 

Vi/o = MAX (V 0 , Vi) (17 c) 

n c , T = 0. 3/(1 + 0.5 {Vo/Vi} 2 ) + 0.30 (Dual-stream nozzle) (1 7d) 

n c T = 0.500 (Single-stream nozzle) (17e) 

A X = A, (17f) 


Once again, the inner area is fully expanded isentropic and fully-expanded jet conditions are used. 
Note that in our earlier analyses the density ratio effect was found to be minor, co T = 0.0. It would seem 
that for the single-stream case, (pi/p 0 ) should be replaced by (pi/p am b), but so long as co T = 0.0, this does 
not matter. Also for single-stream cases n c T is calculated for Vo/Vi = 1.00, or n c T = 0.500. 

This component is treated in a similar manner to the small-scale mixing noise, in that the coefficient 
Cx appears to be a function of velocity ratio, but here the fully expanded area ratio A 0 /Ai appears to be a 
factor also, with the relationship otherwise as in Reference 6. The data and the resulting correlation are 
shown in Figure 13. This component is only marginally significant in most cases, so the scatter is large. It 
also may very well be that the issue of density effect should be reconsidered. Results for the unsuppressed 
dual-stream and single-stream nozzles are shown in Figure 13(a). As for the small-scale mixing noise, an 
S-shaped relationship is used, with rather weak justification in view of the scatter, but to assure less risky 
extrapolation to high and low values of the velocity-ratio and area-ratio parameter. The single-stream 
cases, both conical and annular appear to agree with the low velocity ratio, low area ratio limit exhibited 
by the dual stream cases. The resulting correlation expression is 

C T = 127.0 + 8.0/[l + 0.25 {(V 0 /Vi) (Ao/A r )} 5 ] (18) 

For single-stream nozzles with V 0 = A 0 = 0, Cj = 135.0. For the dual-stream cases the average over- 
prediction is 1.2 dB, the RMS error is 3.3 dB, and the standard deviation is 3.1 dB. For the single-stream 
cases, the average over-prediction is 1.5 dB, the RMS error is 2.7 dB, and the standard deviation is 
2.2 dB. So the model is somewhat conservative. 


NASA/TM— 2009-2 15524 


19 



As for the large-scale and small-scale mixing noises, the assumption is made that the effect of noise 
suppression nozzle exit modifications is as found in Reference 6, ACt = AC L = - 45 [log (PRiPRo)]/(l + 
BPR), so in Figure 13(b) the perimeter-ratio corrected coefficient, Ct + 45 [log (PRiPRo)]/(l + BPR) is 
plotted against (Vo/Vj) (A 0 /A|). On average, the suppressed level is significantly over-predicted by 
3.9 dB, with the RMS error 4.7 dB and the standard deviation 2.7 dB. With this component being a 
relatively minor contributor for the suppressed cases, the real impact of these poor statistics is not highly 
significant, but still it should be reevaluated as a more universally-applicable model is developed. 

The relative sound pressure level, SPL T - UOL T , is correlated in Table 111 as a function of the 
effective directivity angle 0' T and the logarithmic Strouhal number log S T , where the Strouhal number is 
calculated as follows 


St = (f D 2 , I , lh /Ve, T ) (Tj/To) 0 ' 4 (1 + cos e ' T) (19) 

Where D 2 j jth is the outer physical throat diameter of the inner stream nozzle and Ti is the core (inner 
stream) total temperature; for the single-stream case T 0 is replaced by T am b- The effective angle, to 
account for refraction effects, is calculated as follows 

G't = 9cor,I (Vej/Camb) 0 ' 1 (19a) 

The spectral directivity comparisons for the suppressed configurations are not shown since the 
spectral range is very limited in most cases and the scatter relatively large. Comparisons for unsuppressed 
configurations are shown in References 4 to 6, and since the changes in spectral directivity correlations 
are so minor, they are not repeated herein. 

No effect of the mixing devices is expected on the location for source location for inner stream 
mixing noise, X s T , calculated as follows 

X S , T = [L, + (0/45) D h ,„ h ]/LSF (20) 

The hydraulic diameter of the inner stream throat, D hj i,ti„ is defined as D 2 j jttl — Dij ith . Again, note that 
the uncorrected angle, 9, in degrees, is used here to start the correction process in closed form. 

Inner Stream Plug Separation Noise 

This component appears only on nozzles with relatively blunt-tipped plugs, and then strongly only for 
high bypass ratio and low mixed jet velocity. There is also a concern as to whether the high frequency 
noise is really due to flow separation from the plug or whether it might be due to upstream sources such 
as valve noise. The fact that the experimental/extracted component coefficients are on the order of 10 dB 
less for the LaRC facility (Ref. 34) than for the GRC facility (Ref. 23) supports this notion, as discussed 
in Reference 6. The modified relations developed in Reference 6 are now used, and the 
cxpcrimcntal/cxtractcd normalized level is calculated as follows 

UOLp Norm — UOLp- 10 log [(Pamb/piSA) 2 (Camb/ClSA) 4 ] - 10 log ( A|/R cor .|> 2 ) - 20 log (pi/p 0 ) 

+ 40 log [1 - Mf COS Oeor.p] 

Pi = Pamb / (R h) 

Po = Pamb / (R to) (Dual-stream nozzle) 

Po = Pamb (Single-stream nozzle) 


(21) 

(21a) 

(21b) 

(21c) 
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ti = T t - (y - 1)V, 2 /(2 Y R) 

to = To - (y - 1) Vo 2 /(2yR) (Dual-stream nozzle) 


(2 Id) 


(2 1 e) 

Once again, the inner area A| is fully expanded isentropic and fully-expanded jet properties are used. 
Note that the convecting eddy directivity term is replaced by the 40 log [1 - M f cos 0 cor ,p] term used for 
sources moving with fixed position relative to the aircraft, e.g., shock noise. The following simple relation 
is currently employed for the effective velocity, V e ,p, 

Ve,p = V, (2 If) 

Normalized levels (Eq. (21)) are plotted against the logarithmic velocity parameter, log (V e ,p/co) for 
the unsuppressed external plug nozzles of References 23 and 34 in Figure 14(a). For single-stream 
nozzles, Co is replaced by the ambient sound speed and po is replaced by the ambient density. It is 
tempting to try to correlate the differences as a function of configuration, but in view of all the 
experimental problems, particularly the possible plug misalignment in some of the cases from 
Reference 23, we currently accept the scatter and use the crude relation 

UOF P Norm = 140.0 + 35 log (V e ,p/c 0 ) (22) 

This “eye-ball” relation produces an average under-prediction of 2.0 dB, an RMS error of 4.4 dB and 
a standard deviation of 4.0 dB. For the nominal BPR =13 nozzle (Ref. 19), the experimental levels 
average 4.6 dB above the general correlation (Eq. (22)), with an RMS error of 4.6 dB, but a standard 
deviation of only 0.4 dB, so they would correlate with very little scatter for C P = 144.6 dB. For the 
nominal BPR = 8, the reason not to try to correlate configuration effects becomes apparent. For very 
similar configurations the GE/GRC data (Ref. 23) indicate that the noise is under-predicted by an average 
of 5.6 dB with RMS error 5.7 dB and standard deviation 1.4 dB, while for the FaRC test (Ref. 34) the 
noise is over-predicted by 2.4 dB with RMS error 2.9 dB and standard deviation 1.5 dB. So on average, 
there is an 8.5 dB difference. Similar comparisons for the nominal BPR = 5 GE/GRC and FaRC tests of 
baseline and suppressed configurations (Fig. 14 (b)) show similar problems: over-prediction 0.2 dB, RMS 
error 3.6 dB, and standard deviation 3.6 dB for Reference 23; over-prediction 2.0 dB, RMS error 2.2 dB, 
and standard deviation 0.9 dB for Reference 34. 

Strouhal-type scaling of the frequency spectra in terms of the plug separation parameter utilized 
herein is not very convincing. Therefore, we offer an alternative approach where the characteristic 
velocity is the geometric mean of V eP and the ambient sonic velocity c am b. The relative sound pressure 
level, SPF P — UOF P , is correlated in Table IV as a function of the effective directivity angle 0' P and the 
modified logarithmic Strouhal number log S P , where the Strouhal number is calculated as follows 

S P = [2 f r pt /{(V e , P )°- 5 (c amb ) 0 ' 5 }] [1 - M f cos 0 cor , P ] (23) 

Where r pt is the inner stream nozzle physical plug tip radius. The temperature ratio term is omitted. 
The effective angle, to account for refraction effects, is calculated as follows 

Q'p = Qcor,p (V e ,p/c amb ) 01 (23a) 

No effect of the mixing devices is expected on the source location. The source location for inner 
stream plug separation noise, X s P , with 9 once again in degrees, is as follows 

X S , P = [U + F P + 2 (9/45) r pt ]/FSF (24) 
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Plug/Downstream Shock Noise 

For the cases investigated to the present, it appears that this noise component only occurs when there 
is a plug present, both streams are fully-expanded supersonic with total pressures Po > Pi, and there are no 
noise suppression modifications to the nozzle exit planes that might prevent this shock interaction 
process. At present, such a component is not included for single-stream plug nozzles, but this may need to 
be reconsidered in the future. Equation (5) is made specific to this source, as follows 

OASPL D ,sh = Cd,s1i+ 10 log [( Pamb/piSA) 2 (Camb/ClSA) 4 ] + 10 l°g (Am/Rcoi-,D~) 

+ 10 log {Pd 4 /(1 + Pd 4 )} - 40 log (1 - Mf COS 0 CO r,D) - F (Ocor.D - 0 m,d) (25) 

Where A M is the fully expanded merged area, A| + A 0 . If in the future the method for this shock noise 
source is modified to include extensions for single-stream plug nozzles, A M would be simply A|. Also, 

Pd = [(M d 2 - M d , D 2 ) 2 + 0.01 M d , D / ( 1 - D u , ex /D 2 ,o,ex)] 1/4 (25a) 

Where M D is the isentropically-calculated Mach number based the mass-averaged specific heat ratio 
and the fully-expanded area-weighted pressure ratio, and M d , D is the overall nozzle design Mach number, 
calculated as follows: 

M d = {[(P D /P amb ) <y - 1>/y - 1 ] [2/ (y - 1)]} 1/2 (25b) 

P D = (PjAj + P 0 Ao) / (A 0 + A,) (25c) 

M d , D = (1 - 0.5 { 1 - 2r pt /D 2 , 0 ,ex})(M d ,i +M d , 0 BPR)/(l+BPR)+0.5 { 1 - 2r pt /D 2 ,o, ex }M D (25d) 

This formulation accounts for the reduction in shock strength due to both C-D exits and a shaip plug 
tip. D ljI>ex is the inner diameter of the inner-stream nozzle exit and D 2 0 ,c X is the outer diameter of the 
outer-stream nozzle exit. Note that the values for design Mach numbers M dd and M d() are unity for 
convergent inner and outer nozzles, respectively. As in the case of the large scale mixing noise, better 
statistical correlations may be achieved using a bona fide thermodynamic mixing analysis. The Mach 
angle is denoted by 0m, d, calculated as follows 

0m,d =180- sin' 1 (1/M d ) (in degrees) 

The term F (0 CO r,D - 9 m,d) is calculated as follows 

F^corP “9m,d)=0-0 f° r 0 C or,D <0m,D j 

F^cor.D _ 0M,D)=O- 7 5(Ocor,D ~9m,d) f° r 0cor,D ^9m,dJ 

The relation found appropriate for the coefficient C D ,sh is as follows 

C D , sh = 164.5 - 50 log [1 + (D Uex / D 2 o ex) 2 ] 

The spectral directivity relations are given in Table V. The Strouhal number is calculated from 
Equation (6) with the appropriate variables, as follows 


(25e) 


(25f) 


(25g) 
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Sd,sIi~ [fPoDh.D.ex /(0.7 Vd)] (1 - Mf COS 0 C or,D) {[1 + (O^Vij/Camb) COS0 cor; D] 

+ 0.04 (0.7V D /c amb ) 2 } 1/2 (26) 

Where D hAex is the “total” hydraulic nozzle exit diameter, D 2 ,o, e x - Di,i, ex > and V D is calculated from 
M d and the mass-averaged total temperature 

Vd ~ M|, (y R to) 12 (26a) 

t D = T D / [1 + M d 2 (y - 1) / 2] (26b) 


T d = ( m |T r + m 0 T 0 )/(mi + m 0 ) (26c) 

The source location for downstream shock noise, X sAsh , is taken to be as follows 

X s , D , sh = [L P + U + 2 D m (M d 2 - l) 1/2 ]/LSF (27) 

Where D M is the equivalent diameter based on total fan plus core fully-expanded merged area, 
[4(Aj + A 0 )/7t] 1/2 . 


Outer Stream Shock Noise 

Outer stream shock noise is present only for dual-stream nozzles when the outer stream is fully- 
expanded supersonic and plug/downstream shock noise is absent. To calculate outer stream shock noise, 
Equation (5) is made specific to this source, as follows 

OASPL 0jS h = Co, s h+ 10 log [(Pamb/piSA)“(Camb/CiSA) 4 ] + ^ log (Ao/R C or,o") 

+ 10 log (Po 4 /(l + Po 4 )} - 40 log (1 - Mf cos O cor>0 ) - F (0 cor , o - 0 M ,o) (28) 

Where the subscript O refers to the outer stream. A 0 is the fully-expanded area of the outer stream. 
The shock strength parameter p 0 is calculated as follows 

Po = [(Mo 2 - M d ,o 2 ) 2 + 0.01 M d ,o/(l - D 1A ex/D 2A ex)] 1/4 (28a) 


Where M 0 is the outer stream Mach number fully expanded to ambient conditions and M d 0 is the 
outer stream nozzle design Mach number. Note that the value of the design Mach number M d 0 is unity 
for convergent outer stream nozzles. Di Aex is the outer stream nozzle exit inner diameter and D 2 0 ex is the 
outer stream nozzle exit outer diameter. The Mach angle is denoted by 0 M ,o, calculated as follows 

9m, o = 180 - sin' 1 (1/M 0 ) (in degrees) (28b) 


The term F ( 0 cor O - 0 M ,o) is calculated as follows 


F ( 0 cor,O “ 
F(e c or,o)=0.75 



for9 CO r,0 < 0M,O 
for0 C or,o ^9 m,o 


(28c) 
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Results recently reported by Viswanathan (Ref. 35) indicate that outer stream shock noise may remain 
a significant contributor in the rear quadrant, so this term may need reevaluation in the future, but this is 
not surprising since this term was developed arbitrarily to give proper limiting behavior. 

The relation found appropriate for the coefficient C 0 , S h is dependent on geometry and whether or not 
the inner stream is supersonic, as follows (as in Refs. 5 and 6) 


Cq s h =168.0 -60 log 
C 0s h =163.5 -45 log 


. 1 + ( D l,0,ex/ D 2,0,ex)" 
. 1 + ( D l,0,ex/ D 2,0,ex)~ 


for Mj >1.0 


forMj <1.0 


(28d) 


The spectral directivity relations are given in Table VI. The Strouhal number is calculated from 
Equation (6) modified and with the appropriate variables, as follows 

O.sh = [fPo(Dh,o,ex 0 ' 9 Deq,O,ex 01 y(0.7Vo)](l — Mf COS 9 C or,o) 

{[1 + (0.7 Vo/Camb) COS O cor , 0 ] 2 + 0.04 (0.7 Vo/Camb) 2 } 1/2 (29) 

Where Vo is the fully-expanded jet velocity of the outer stream. The source location for the outer 
stream shock noise, X s , 0 , sh , is taken to be as follows 

X s ,o,sh = [2 D h q ex (Mo 2 - l) 1/2 ]/LSF (30) 

In both of the above equations, the hydraulic diameter of the outer stream nozzle exit, D hAex , is 
defined as D 2 ,o, e x - Di.o.ex, while the equivalent diameter of the outer stream nozzle exit, D eqAex , is defined 

as(D 2 , 0 ,ex 2 -bj A ex 2 ) 1/2 .’ 


Inner Stream (or Single Stream) Shock Noise 

Inner stream shock noise is present only for nozzles whose inner stream (or single stream) is fully- 
expanded supersonic. To calculate inner stream shock noise for single-stream or dual-stream nozzles, 
Equation (5) is made specific to this source, as follows: 

OASPL^h = C,, sh + 10 log [(Pamb/piSA) 2 (Camb/ClSA) 4 ] + 10 log (A/R^f) 

+ 10 log {pi 4 /(l + p ; 4 )} - 40 log (1 - M f cos 0 cor ,,) - F (0 corJ - 0 M ,i) (31) 

Where the subscript I refers to the inner stream. A! is the fully-expanded area of the inner stream. The 
shock strength parameter Pj is calculated as follows 

Pi = [(Ml 2 - M dd 2 ) 2 + 0.01 M d /(1 - D u , ex /D 2 ,,, ex )] 1/4 (31a) 

Where Mi is the inner stream Mach number fully expanded to ambient conditions and M dd is the inner 
stream nozzle design Mach number. Note that the value for the design Mach number M dd is unity for 
convergent inner stream nozzles. D| d-Cx is the inner stream nozzle exit inner diameter and D 2 ,i -ex is the 
inner stream nozzle exit outer diameter. The Mach angle is denoted by 0 M ,i, calculated as follows 

9m, i = 180 - sin' 1 (1/M t ) (in degrees) (31b) 


The term F (0 cor ,i - 0m, i) is calculated as follows 
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F (®cor,I 0-0 f° r 9 C or,I < 9 m,I . 

( \ ( \ (31C) 

F (®cor,I “ 9 m,I j- 0.75^0 cor, I “ ©MJ j f° r 9cor,I - 

Inner stream shock noise is shown to correlate reasonably well with a constant coefficient for the 
plugless configurations (Ref. 30). Previous experience indicates that nozzle diameter ratio is a factor, so 
the relation recommended is as follows 

Ci, sh = 158.0 - 50 log [1 + (D u , ex /D 2J , ex ) 2 ] (3 Id) 

The spectral directivity relations are given in Table VII. The Strouhal number is calculated from 
Equation (6) modified and with the appropriate variables, as follows 

Si.su - [fpiD hX ex / (0.7VOK1 - M f cos 0 eor ,,){[l + (O.W/c^) cos 0 eor ,,] 2 

+ 0.04 (0.7V/c amb ) 2 } 1/2 (32) 


Where Vi is the fully-expanded jet velocity of the inner stream. The source location for the inner 
stream shock noise, X s j jSh , is taken to be as follows 

X M , sh = [L, + 2 D h Iex (M, 2 - 1) 12 ]/LSF (33) 

In both of the above equations, the hydraulic diameter of the inner stream nozzle exit, D h j iCX , is 
defined as D 2 ,i,ex - D u>ex . 


Comparisons With Finalized Model 

A number of comparisons are presented for a wide range of geometries and test conditions to 
demonstrate the degree of agreement between the finalized model and experimental data. The statistical 
comparisons are summarized in Table VIII. 

LaRC Free Jet Unsuppressed Cases 

A statistical summary of experimental versus predicted levels for several configurations, including 
one suppressed (8 petal core nozzle), and test conditions in the LaRC free jet facility at M f = 0.10 is given 
in Table VIII (a). Overall, the average under-prediction is 0.4 dB in OASPL and 0.7 dB at low frequency, 
while there is an average over-prediction of 0.2 dB in the mid-frequency range and 0.7 dB at high 
frequency; over all angles and frequencies not exhibiting obvious contamination the average under- 
prediction is 0.2 dB. The corresponding RMS error, s = 1.4 dB for OASPL and range from 1.7 to 2.1 dB 
for the more difficult measures summing over various frequency ranges. Such agreement is certainly 
encouraging, but more insight can be obtained by some more detailed graphical comparisons. 

A relatively high mixed velocity case for the BPR = 5 external plug nozzle (very similar to one of the 
GE/GRC configurations) is considered first. The experimental OASPL directivity is compared with the 
predicted total and component levels at V m j x /c am b = 0.989 in figure 15. The experimental levels are not 
edited in any way except to be corrected from the measurement sideline to a constant arc distance from 
the fan nozzle exit plane. Note that at this relatively high mixed velocity, the large-scale mixing noise is 
the dominant term. The agreement is nearly perfect except in the forward quadrant, where contamination 
may be present, and very near the peak in the rear quadrant. Note that there is a kink in the large-scale 
mixing, and therefore the total, noise; this is due to the shear layer correction procedure breaking down 
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for the far-forward region with 0 = 62 deg being the smallest angle where the correction was applied. 
(The actual angle where the correction should terminate is lower, ~ 25 deg for M f = 0.10.) From 
72 deg<0<157 deg, there is an average over-prediction of 0.2 dB and s = 0. 7 dB. Still more can be seen 
from the spectral comparisons in Figure 16. Contamination at low frequency is very evident at 0 = 48 deg 
(Fig. 16(a)). At 0 = 72 and 92 deg (Fig. 16(b) and (c)) any contamination is minimal and the agreement is 
fairly good across the spectrum except at the highest frequencies, where the predicted plug separation 
noise is not indicated by the experimental results. At 0 = 117 and 130 deg (Fig. 16(d) and (e)) the 
predicted plug separation noise is less and the agreement is better. At the more aft angles of 0 = 151 and 
157 deg (Fig. 16(f) and (g)) the agreement is good at the lowest frequencies, but there is a wide mid- 
frequency range where the noise is over-predicted; at the highest frequencies there is a tum-up as might 
be expected for plug separation noise, but the predicted levels for this component are significantly lower. 

The apparent influence of facility/background noise contamination is much more evident at low 
mixed jet velocity, specifically for V mix /c am b = 0.591 and BPR = 10.4 with internal plug. The OASPL 
directivity comparison, in Figure 17, shows experimental levels significantly above predicted except for 
0> 133, and there are anomalous-looking peaks at 0 = 67, 122 and 130 deg. On average the OASPL is 
under-predicted by 2.4 dB, and e = 3.1 dB. This is clearly not the kind of agreement desired, but 
examination of the spectra (Fig. 18) confirms that these data are too contaminated to place much weight 
on. The contamination is most evident at 0 = 67 deg (Fig. 18(a)) where there is a strong relatively narrow 
band peak that is almost 14 dB above the prediction at 501 Liz, and there is also a tum-up at high 
frequency even though there is no external plug to supply a source for separation noise. At 0 = 92 deg 
(Fig. 18(b)) the low and mid-frequency levels are not too far above prediction, but the problems at high 
frequency are worse. Similar comments are appropriate at 0 = 130 deg (Fig. 18(c)), but the 501 Liz tone is 
evident here, though not quite at obviously as at 0 = 67 deg (Fig. 18(a)). At 0 = 151 (Fig. 18(d)) the 
agreement is good except for the high frequency problem; this is believed to be due to the fact that the jet 
noise is high enough at this angle to exceed the contaminating sources. Note that even this case is 
included in the statistical comparison (Table VIII (a)), eliminating only the most obviously contaminated 
data. 

The effect of increasing free jet Mach number is to increase the relative contamination; for otherwise 
the same conditions the relative jet velocities are decreased, so the jet noise levels are reduced, while any 
free-jet generated background noise increases. Because of the facility/background noise problems evident 
even at M f = 0.10 at low jet velocity, the lowest mixed jet velocity cases at M f = 0.20 are not included in 
the statistical summary in Table VIII (b). 

Figure 19 shows the OASPL comparison for M f = 0.201 for the same nozzle and essentially the same 
jet conditions, V mix /c amb = 0.971, as in Figure 15. The comparison is relatively good, with an average 
(58<0<161 deg) under-prediction of 0.8 dB with s = 1.2 dB, but the M f = 0.10 agreement was 
significantly better. The spectrum at 0 = 51 deg (Fig. 20(a)) shows strong evidence of contamination, with 
a shaip peak at 400 Hz. At 0 = 71, 90 and 117 deg (Fig. 20(b) to (d)) the agreement is fairly good except 
at high frequencies, where the predicted plug separation noise is not observed. At 0 = 131 deg (Fig. 20(e)) 
the agreement is quite good across the spectrum, and at 0 = 151 and 161 deg (Fig. 20(f) and (g)) the 
agreement is almost as good. 


GE/GRC Free Jet Unsuppressed Cases 

There is a fairly large set of data available from Reference 23, so the comparisons are broken down 
by configuration and free jet Mach number. For the highest BPR ( — 13) only one case each was reported at 
M f = 0.00 and 0.28, so the entire set is lumped together in Table VIII (c). On average, the OASPL is over- 
predicted by 1.1 dB; the low frequency and mid-frequency ranges also show over-predictions of 1.7 and 
1.6 dB, respectively, while at the high frequencies the noise (mainly plug separation) is under-predicted 
by 1.2 dB; over all angles and frequencies not exhibiting obvious contamination the average over- 
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prediction is 1.1 dB. The corresponding root-mean-square errors, s, are 1.6 dB for OASPL and range 
from 2.1 to 2.4 dB for the more difficult measures summing over various frequency ranges. 

Graphical comparisons are shown for the only static (M f = 0.00) case, where shear layer corrections 
are not an issue, at V m j x /c amb = 0.766. Figure 21 shows the OASPL comparison with very good agreement 
in trend, although the levels are consistently over-predicted, by an average of 1.2 dB, and s = 1.3 dB. 
Spectral comparisons are shown in Figure 22. At 0 = 60 deg (Fig. 22(a)), the agreement at low frequency 
is near perfect, with a modest over-prediction at f > 160 Liz. For 0 = 90 deg (Fig. 22(b)) the low frequency 
is good, with a slight over-prediction that increases with increasing frequency up to 2500 Flz, beyond 
which it appears that the plug separation noise is under-predicted. At 0 = 120 and 135 deg (Fig. 22(c) and 
(d)) the observations are similar to those at 0 = 90 deg (Fig. 22(b)). At the more aft angles of 0 = 150 and 
160 deg (Fig. 22(e) and (f)) the levels are somewhat over-predicted, but the spectral shapes are reasonably 
in agreement. 

For the next-lower bypass ratio configuration (BPR = 8) a significant number of comparisons were 
made, and the statistical results are summarized in Table VIII (d) for M f = 0.00, Table VIII (e) for 
M f = 0.20 and Table VIII (f) for M f = 0.28. In terms of OASPL there is an average under-prediction of 
0.6 dB for the static cases and an over-prediction of 0.7 dB in simulated flight; the corresponding RMS 
errors, 8, are good at 1.1 and 1.3 dB, respectively. When all frequencies not exhibiting obvious 
contamination and all angles, the average agrees to 0.0 dB for the static tests, and there is an average 
over-prediction of 0.3 dB in simulated flight, and the corresponding 8 values are 1.5 and 2.2 dB for static 
and simulated flight conditions, respectively. The increased scatter in simulated flight may be due at least 
in part to the crudeness of the source location and shear layer correction models. 

For, the lowest bypass ratio configuration (BPR = 5) analyzed from Reference 23, the statistical 
results are shown in Table VIII (g), (h) and (i) for M f = 0.00, 0.20 and 0.28, respectively. Agreement is 
very similar to the BPR = 8 configuration, with an average under-prediction of 0.6 dB for the static cases 
and an over-prediction of 0.9 dB in simulated flight; the corresponding RMS errors, s, are good at 1.0 and 
1.5 dB, respectively. When all frequencies not exhibiting obvious contamination and all angles, the 
average agrees to 0.0 dB for the static tests, and there is an average over-prediction of 0.4 dB in simulated 
flight; the corresponding 8 values are 1.2 and 1.7 dB for static and simulated flight conditions, 
respectively, a little better than for the BPR = 8 configuration. 

Graphical comparisons are shown in Figures 23 and 24 for a case very closely approximating the 
external plug nozzle configuration and test conditions of the LaRC case shown in Figures 15 and 16. The 
OASPL directivity agreement (Fig. 23) is comparable to that for the LaRC, but the aft-angle discrepancies 
go in opposite directions. It is in this aft-angle region where the source location and shear layer effects are 
most significant. The OASPL is under-predicted by 0.3 dB, with 8 = 0.9 dB, very comparable to the 
LaRC values of 0.2 and 0.7, respectively. The spectral agreement at the smallest angle, 0 = 55 deg 
(Fig. 24(a)) is somewhat better than for the LaRC case, although there is definite evidence of 
contamination at low frequency. Essentially the same observations can be made at 0 = 70 deg 
(Fig. 24(b)), but the low frequency contamination is less, and at high frequency the plug separation noise 
is over-predicted. At 0 = 90 and 1 15 deg (Fig. 24(c) and (d)), as in the LaRC case, the agreement is good 
at low frequency, and there is some over-prediction at middle and high frequencies. The agreement is 
excellent at 0 = 130 and 150 deg (Fig. 24(e) and (f)), somewhat better than for the LaRC case. At 
0 = 165 deg (Fig. 24(g)), beyond the angular range of the LaRC results, the spectral shape agrees well 
except at very high frequencies where the experimental results appear anomalous, but the experimental 
levels are under-predicted by 1 to 2 dB. 


LeRC Outdoor Facility 

Statistical comparisons (Table VIII (j)) are not as impressive for the old LeRC outdoor test facility 
reported in 1979 (Ref. 30), but this is not surprising since free-field spectra were approximated by a 
weighted averaging of ground and centerline level microphones, each analytically corrected. Also, these 
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experiments were conducted at some extreme conditions to establish limiting behavior. On average the 
OASPL is under-predicted by 0.8 dB with s = 2.4 dB, while for all frequencies at all angles the under- 
prediction is 0.9 dB with s = 3.0 dB. 

Conical Nozzle in Lockheed-Georgia Anechoic Chamber 

Comparisons are also made with data obtained in the mid-1970s for a small conical nozzle at near- 
static conditions in the Lockheed-Georgia anechoic free jet facility, wherein data were obtained in the rear 
quadrant (0<90 deg) only. The statistical results are given in Table VIII (k) for a limited sample; on 
average the OASPL is over-predicted by 1.3 dB with e = 1.9 dB, while for all frequencies at all angles, 
the over-prediction is 0.6 dB with s = 2.3 dB. For intermediate jet velocity, Vj/c am b = 0.74, spectral 
comparisons are shown in Figure 25. At 0 = 90 deg (Fig. 25(a)) the agreement is excellent from 200 to 
12600 Hz, but at higher frequency the noise is over-predicted due to the small-scale and intermediate 
mixing components. At 0 = 120 deg (Fig. 25(b)) the good agreement extends to higher frequency. At 
0 = 135 deg (Fig. 25(c)) the agreement is good at high and low frequencies, with over-prediction of about 
2.5 dB at middle frequencies. At 0 = 150 deg (Fig. 25(d)) there is reasonable agreement in spectral shape 
over most of the spectrum, but the level is over-predicted by as much as 5 dB. 

Conical Nozzle at Supersonic Conditions in GE Anechoic Chamber 

Further conical nozzle comparisons are now made for very high velocity supersonic exhaust 
conditions in GE’s facility. The statistical results are given in Table VIII (1) for a very limited sample, one 
test condition, Vj/c am b = 2.11, Mj = 1.38. On average the OASPL is over-predicted by 1.5 dB with 
s = 3.6 dB; while for all frequencies at all angles, the over-prediction is 1.1 dB and s = 3.5 dB. The 
OASPL directivity comparison is shown in Figure 26, where it can be seen that the accuracy problem is 
mainly in the rear quadrant; the empirical spectral directivity tables, as well as the empirical convection 
velocity relations are based on very little data at these extreme conditions and may require more work. 
Spectral comparisons are shown in Figure 27. In the far forward quadrant at 0 = 40 deg (Fig. 27(a)) shock 
noise is the dominant contributor, and considering the steep SPL versus f gradient at low frequency the 
agreement is fairly good. At 0 = 70 deg (Fig. 27(b)) shock noise is dominant, but less so than at 0 = 
40 deg, and there appears to be a “screech” tone in the 159 Hz band; except for this tone a 2 dB under- 
prediction of the peak SPL, the agreement is very good. At 0 = 90 deg (Fig. 27(c)) the situation becomes 
very complicated, with large-scale and transitional-scale mixing becoming more important at low and 
high frequencies, respectively, and shock noise dominant only in a small range near the peak. The screech 
tone may again be present, elevating the SPLs in the 126 and 159 Hz bands; in general the agreement is 
fairly good. At 0 = 120 deg (Fig. 27(d)) the shock noise is no longer predicted to be a significant 
contributor. At low frequencies where the large-scale mixing noise is predicted to dominate, the 
agreement is very good, while at middle frequencies it appears that the transitional-scale mixing noise is 
somewhat over-predicted, and at high frequencies where the small-scale and transitional-scale mixing 
noises are predicted to contribute, rough agreement is seen. At 0 = 140 deg (Fig. 27(e)) the observations 
at middle and high frequencies are similar to those at 0 = 120 deg, but the low frequency (predicted to be 
large-scale mixing noise) there is an over-prediction of a few dB; there is also a narrow peak that could be 
tone-related or, more speculatively, this could be evidence of Mach wave noise. At 0 = 160 deg 
(Fig. 27(f)) the agreement is not good, and there is some evidence of the same type of low frequency 
narrow peak seen at 0 = 140 deg. While the agreement show here is not as good as hoped for, at least 
reasonable behavior of the model under these extreme conditions is encouraging. 
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LaRC Free Jet Suppressed Case 


The statistical summary in Table VIII (a) and (b) includes results for a BPR = 5 internal plug nozzle 
with 8 core petals, a configuration that provides modest suppression benefits. Comparison of OASPL 
prediction with the experimental results is shown in Figure 28 for V m i x /c a mb = 0.954 and M f = 0.201. On 
average the OASPL is under-predicted by 2.2 dB, with s = 2.2 dB. Spectral comparisons are shown in 
Figure 29; there is an average under-prediction for all frequencies and all angles of 1.5, with s = 2.3 dB. 
At 0 = 62 deg (Fig. 29(a)) there is a significant apparent under-prediction at low and middle frequencies, 
but comparisons with results at other conditions, particularly for lower power support our convention that 
this is due to contamination from free jet background noise and/or upstream sources. At 0 = 90 deg 
(Fig. 29(b)) the agreement is fairly good, with modest under-prediction (or excess noise) at low to middle 
frequencies, a region of modest over-prediction from 7940 to 39800 Hz and a flattening of the 
experimental data at high frequency that could be due to a number of problems: excess noise, over- 
correction for atmospheric attenuation, and/or instrumentation. Similar observations can be made for 
0=111 and 125 deg (Fig. 29(c) and (d)) and to some extent at 0 = 141 and 151 deg (Fig. 29(e) and (f)), 
but instead of a range of over-prediction at moderately high frequencies, there are regions of nearly exact 
agreement. At 0 = 161 deg (Fig. 29(g)) the noise is under-predicted at all frequencies, but except for the 
high frequency tum-up of the experimental data, the spectral shape is reasonably good. 

GE/GRC Free Jet Suppressed Cases 

There are significant sets of data available from Reference 23 for two suppressed BPR = 5 external 
plug nozzle configurations, one with 12 “in- flip” core chevrons (Configuration 3IB) and one with the 
same core chevrons and with 24 fan nozzle chevrons (Configuration 3IC). 

For the core chevrons (Conf. 3IB, Table VIII (m)) there is only one case each for M f = 0.00 and 0.20, 
with the rest at M f = 0.28; the average over-prediction is 1.5 dB, with s = 1.9 dB. Over all angles and 
frequencies, the average under-prediction is 0.8 dB, with s = 1.8 dB. 

The OASPL directivity comparison for the static case at V m i x /c am b = 1.047 is shown in Figure 30; the 
average over-prediction is 0.2 dB, with s = 1.0 dB. Spectral comparisons for this case are shown in 
Figure 31. At 0 = 60 deg and 90 deg (Fig. 31(a) and (b)) the agreement is quite good except at low 
frequency; whether this is an actual under-prediction or excess noise exposed because of the suppression 
of the large-scale turbulent mixing noise is uncertain. Except for a small under-prediction at low 
frequency, the agreement at 0 = 120 deg (Fig. 31(c)) is excellent. The agreement is good at 0 = 135 deg 
(Fig. 31(d)) with small under-prediction at low frequency slightly greater over-prediction at middle-to- 
high frequency. The tendency to over-predict at high frequency is more pronounced at 0 = 150 deg and 
160 deg (Fig. 31(e) and (f)). Over all angles and frequencies, the average under-prediction is 0.2 dB, with 
8= 1.7 dB. 

For essentially the same nozzle conditions in simulated flight at M f = 0.28, the OASPL directivity 
comparison is shown in Figure 32. Note that the experimental data do not exhibit a peak, but continue to 
increase with increasing angle; this problem appears unique to the simulated flight data of Reference 23. 
The average over-prediction is 1.4 dB, with s = 1.7 dB. Spectral comparisons at 0 = 60 deg (Figs 33(a)) 
exhibit a low-frequency apparent under-prediction similar to that seen in the static case, which again may 
be due to excess noise exposed because of the suppression of the large-scale turbulent mixing noise. At 
0 = 90 to 150 deg (Fig. 33(b) to (e)) the agreement is not as good as that in the static case. At 0 = 165 deg 
(Fig. 33(f)) the agreement is good at low and middle frequencies, while at high frequencies the 
experimental values are about 3 dB above the prediction. Over all angles and frequencies, the average 
over-prediction is 0.8 dB, with s = 1.8 dB, which is very comparable to the static statistics. 

Comparisons for the combined core and fan chevrons are summarized in Table VIII (n), (o), and (p) 
for M f = 0.00, 0.20, and 0.28, respectively. The statistical agreement is actually significantly better for the 
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simulated flight cases. Combining the results for all M f the average over-prediction is 1.1 dB, with 
8 = 1.7 dB. Over all angles and frequencies, the average over-prediction is 0.2 dB, with s = 2.2 dB. 

The OASPL directivity comparison at V m i x /c am b = 1.087 and M f = 0.28 is shown in 
Figure 34. Note that the experimental data, as for the core chevrons, do not exhibit a peak, but continue to 
increase with increasing angle. The average over-prediction is 1.0 dB, with s = 1.7 dB. The spectral 
comparisons shown in Figure 35 are not quite as good as for the core chevrons alone, which appears to be 
mainly due to an under-prediction of the increase in small-scale turbulent mixing noise with the added fan 
chevrons. Over all angles and frequencies, the average over-prediction is 0.1 dB, with s = 2.3 dB. 


Concluding Remarks 

The predictive tool developed herein provides reasonably accurate prediction of jet mixing and shock 
noise for single-stream and dual-stream nozzles over a very wide range of geometries and test conditions, 
including suppression modifications on either or both streams. The correlation of suppression device 
effects is only demonstrated over a limited range, but it appears that a very general approach is within 
reach with a modest change of approach. We believe that the methodology can be formulated to blend 
smoothly with the model for more aggressive suppression approaches, such as the two-dimensional mixer 
ejector predictive model is available in NASA Langley’s Aircraft Noise Prediction Program (ANOPP) 
and in NASA Glenn’s FOOTPR code. 

The approach used in developing this model might be called “hybrid experimental/empirical,” but 
relevant elements of theory are utilized to the extent considered practical. Of perhaps as much value as the 
predictive code itself are the methods and experience acquired in analyzing and correlating noise data 
involving multiple sources. This methodology involves first using a relatively crude model to predict the 
relative levels of the various noise components, using this model to deduce individual components and 
then correlating those components; iteration results in rapidly improving predictive models. As this work 
has evolved, in reverse, from complex to simple, MTC has attempted to relate the empirical relations as 
much as possible to theory. We also believe that the breakdown of mixing noise into large-scale, 
transitional/intermediate and small-scale turbulent mixing components provides the long-range hope of 
transitioning to more theoretically-based models, especially for the large-scale mixing noise where 
significant progress has been made recently. 

This progress in relating the empirical/applied models to theory indicates that the development of a 
fundamentally-sound jet noise reduction design guide is now feasible. The “design guide” approach we 
now envision would provide users with a noise prediction model for jet and shock noise for nozzles with 
a wide range of potential design options, rather than requiring the user to identify the model appropriate 
for the type of nozzle being considered. In addition to the predictive models, the design guide 
documentation would include quantitative comparisons with the available base of experimental data. 
Building this up would be a significant effort, but will provide the needed credibility for the design guide. 
The design guide would also be a powerful tool for research users, who would use the models capabilities 
for comparisons with experimental data, to evaluate a concept of interest against the available database 
and, by comparisons with previous comparisons with similar configurations, assess experimental data 
quality and facility issues. Research users willing to share the results of their analyses with NASA would 
aid in the continued development of the design guide database. These research comparisons would span 
the range from small model tests to full-scale ground and flight tests. Results from continuing research on 
noise reduction concepts could be incorporated to allow competing concepts to be evaluated against 
consistent baselines; the benefits of many noise reduction approaches have in the past been overstated due 
to comparisons with inappropriate baselines. Periodic updates of the predictive model, perhaps yearly, 
would continue the to be made as comparative results accumulate. 

This design guide approach could very well be extended beyond acoustics and include nozzle weight 
and performance models. Furthermore, the approach could be extended to other engine components and 
their noise characteristics. 
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Table I - Spectral Directivity Relations for Large-Scale Turbulent Mixing Noise 
(a) Corrected Effective Directivity Angle, 0' L cor , from 0 to 100 deg 

Frequency Normalized sound pressure level, SPL l -UOL l , dB vs. corrected effective directivity angle 
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-10.4 

-10.4 

-10.4 

-0.1 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

- 10.2 

0.0 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

0.1 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

-10.8 

0.2 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

-11.4 

0.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

-12.3 

0.4 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

-13.5 

0.5 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

0.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

-16.6 

0.7 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

-18.2 

0.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

-19.8 

0.9 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

-21.4 

1.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

-23.0 

1.1 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

-24.6 

1.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

-26.2 

1.3 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

-27.8 

1.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

-29.4 

1.5 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

-31.0 

1.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

1.7 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

-34.2 

1.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

-35.8 

1.9 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

-37.4 

2.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

-39.0 

3.6 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

-61.4 

OASPL l -UOL l 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 
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Table I (Concluded) - Spectral Directivity Relations for Large-Scale Turbulent Mixing Noise 
(b) Corrected Effective Directivity Angle, 0' L , C or. from 110 to 250 deg 

Frequency Normalized sound pressure level, SPL l -UOL l , dB vs. corrected effective directivity angle 


parameter, 



Corrected effective directivity angle, 0' Ucor , deg 



loq Si 

110 

120 

130 

140 

150 

160 

170 

180 

190 

200 

250 

-3.6 

-93.4 

-91.3 

-93.0 

-88.4 

-86.9 

-88.9 

-90.5 

-94.5 

-99.5 

-104.5 

-129.5 

-2.2 

-51.4 

-49.3 

-51.0 

-46.4 

-44.9 

-46.9 

-49.9 

-53.9 

-58.9 

-63.9 

-88.9 

-2.1 

-48.4 

-46.3 

-48.0 

-43.4 

-41.9 

-43.9 

-46.9 

-50.9 

-55.9 

-60.9 

-85.9 

-2.0 

-45.4 

-43.3 

-45.0 

-40.4 

-38.9 

-40.9 

-43.9 

-47.9 

-52.9 

-57.9 

-82.9 

-1.9 

-42.4 

-40.3 

-42.0 

-37.4 

-35.9 

-37.9 

-40.9 

-44.9 

-49.9 

-54.9 

-79.9 

-1.8 

-39.6 

-37.6 

-39.0 

-34.4 

-32.9 

-34.9 

-37.9 

-41.9 

-46.9 

-51.9 

-76.9 

-1.7 

-37.0 

-35.0 

-36.0 

-31.4 

-29.9 

-31.9 

-34.9 

-38.9 

-43.9 

-48.9 

-73.9 

-1.6 

-34.5 

-32.5 

-33.0 

-28.4 

-26.9 

-28.9 

-31.9 

-35.9 

-40.9 

-45.9 

-70.9 

-1.5 

-32.1 

-30.1 

-30.0 

-25.4 

-24.0 

-26.0 

-29.0 

-33.0 

-38.0 

-43.0 

-68.0 

-1.4 

-29.8 

-27.8 

-27.0 

-22.5 

-21.2 

-23.2 

-26.2 

-30.2 

-35.2 

-40.2 

-65.2 

-1.3 

-27.6 

-25.5 

-24.1 

-19.7 

-18.5 

-20.5 

-23.5 

-27.5 

-32.5 

-37.5 

-62.5 

-1.2 

-25.4 

-23.2 

-21.3 

-17.0 

-15.9 

-17.9 

-20.9 

-24.9 

-29.9 

-34.9 

-59.9 

-1.1 

-23.2 

-21.0 

-18.6 

-14.4 

-13.4 

-15.4 

-18.4 

-22.4 

-27.4 

-32.4 

-57.4 

-1.0 

-21.1 

-18.9 

-16.0 

-11.9 

-11.2 

-13.2 

-16.2 

-20.2 

-25.2 

-30.2 

-55.2 

-0.9 

-19.0 

-16.9 

-13.5 

-9.7 

-9.4 

-11.4 

-14.4 

-18.4 

-23.4 

-28.4 

-53.4 

-0.8 

-17.0 

-15.0 

-11.3 

-7.9 

-7.9 

-9.9 

-12.9 

-16.9 

-21.9 

-26.9 

-51.9 

-0.7 

-15.2 

-13.4 

-9.5 

-6.4 

-6.7 

-8.7 

-11.7 

-15.7 

-20.7 

-25.7 

-50.7 

-0.6 

-13.6 

-11.9 

-8.0 

-5.2 

-5.9 

-7.9 

-10.9 

-14.9 

-19.9 

-24.9 

-49.9 

-0.5 

-12.2 

-10.6 

-6.8 

-4.4 

-5.5 

-7.5 

-10.5 

-14.5 

-19.5 

-24.5 

-49.5 

-0.4 

-11.0 

-9.7 

-6.0 

-4.0 

-6.3 

-8.3 

-11.3 

-15.3 

-20.3 

-25.3 

-50.3 

-0.3 

-10.2 

-9.0 

-5.6 

-4.8 

-7.8 

-9.8 

-12.6 

-16.6 

-21.6 

-26.6 

-51.6 

-0.2 

-9.8 

-8.7 

-6.2 

-6.3 

-10.2 

-12.2 

-15.0 

-19.0 

-24.0 

-29.0 

-54.0 

-0.1 

-9.5 

-9.1 

-7.1 

-8.3 

-13.1 

-15.1 

-17.9 

-21.9 

-26.9 

-31.9 

-56.9 

0.0 

-9.8 

-9.7 

-8.3 

-10.5 

-16.0 

-18.1 

-20.9 

-24.9 

-29.9 

-34.9 

-59.9 

0.1 

-10.4 

-10.4 

-9.8 

-12.7 

-18.9 

-21.1 

-23.9 

-27.9 

-32.9 

-37.9 

-62.9 

0.2 

-11.1 

-11.4 

-11.4 

-14.9 

-21.8 

-24.1 

-26.9 

-30.9 

-35.9 

-40.9 

-65.9 

0.3 

-12.3 

-12.5 

-13.1 

-17.1 

-24.7 

-27.1 

-29.9 

-33.9 

-38.9 

-43.9 

-68.9 

0.4 

-13.6 

-13.8 

-15.1 

-19.4 

-27.6 

-30.1 

-32.9 

-36.9 

-41.9 

-46.9 

-71.9 

0.5 

-15.1 

-15.4 

-17.1 

-21.7 

-30.5 

-33.1 

-35.9 

-39.9 

-44.9 

-49.9 

-74.9 

0.6 

-16.7 

-17.2 

-19.2 

-24.0 

-33.4 

-36.1 

-38.9 

-42.9 

-47.9 

-52.9 

-77.9 

0.7 

-18.3 

-19.1 

-21.3 

-26.3 

-36.3 

-39.1 

-41.9 

-45.9 

-50.9 

-55.9 

-80.9 

0.8 

-19.9 

-21.0 

-23.4 

-28.6 

-39.2 

-42.1 

-44.9 

-48.9 

-53.9 

-58.9 

-83.9 

0.9 

-21.6 

-22.9 

-25.5 

-30.9 

-42.1 

-45.1 

-47.9 

-51.9 

-56.9 

-61.9 

-86.9 

1.0 

-23.3 

-24.8 

-27.6 

-33.2 

-45.0 

-48.1 

-50.9 

-54.9 

-59.9 

-64.9 

-89.9 

1.1 

-25.0 

-26.7 

-29.7 

-35.5 

-47.9 

-51.1 

-53.9 

-57.9 

-62.9 

-67.9 

-92.9 

1.2 

-26.7 

-28.6 

-31.8 

-37.9 

-50.8 

-54.1 

-56.9 

-60.9 

-65.9 

-70.9 

-95.9 

1.3 

-28.4 

-30.5 

-33.9 

-40.3 

-53.7 

-57.1 

-59.9 

-63.9 

-68.9 

-73.9 

-98.9 

1.4 

-30.1 

-32.5 

-36.0 

-42.7 

-56.6 

-60.1 

-62.9 

-66.9 

-71.9 

-76.9 

-101.9 

1.5 

-31.8 

-34.5 

-38.2 

-45.1 

-59.5 

-63.1 

-65.9 

-69.9 

-74.9 

-79.9 

-104.9 

1.6 

-33.5 

-36.5 

-40.4 

-47.5 

-62.4 

-66.1 

-68.9 

-72.9 

-77.9 

-82.9 

-107.9 

1.7 

-35.2 

-38.5 

-42.6 

-49.9 

-65.3 

-69.1 

-71.9 

-75.9 

-80.9 

-85.9 

-110.9 

1.8 

-37.0 

-40.5 

-44.8 

-52.3 

-68.2 

-72.1 

-74.9 

-78.9 

-83.9 

-88.9 

-113.9 

1.9 

-38.8 

-42.5 

-47.0 

-54.7 

-71.1 

-75.1 

-77.9 

-81.9 

-86.9 

-91.9 

-116.9 

2.0 

-40.6 

-44.5 

-49.2 

-57.1 

-74.0 

-78.1 

-80.9 

-84.9 

-89.9 

-94.9 

-119.9 

3.6 

-69.4 

-72.5 

-80.0 

-90.7 

-120.4 

-126.1 

-128.9 

-132.9 

-137.9 

-142.9 

-167.9 

OASPL l -UOL l 

0.2 

0.9 

3.2 

4.2 

2.6 

0.6 

-2.4 

-6.4 

-11.4 

-16.4 

-41.4 
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Table II - Spectral Directivity Relations for Small-Scale Turbulent Mixing Noise 
(a) Corrected Effective Directivity Angle, 0' s cor , from 0 to 100 deg 

Frequency Normalized sound pressure level, SPL s -UOL s , dB vs. corrected effective directivity angle 


parameter, Corrected effective directivity angle, 0' Scor , deg 


log S s 

0 

10 

20 

30 

40 

50 

60 

70 

80 

90 

100 

-3.6 

-253.5 

-253.5 

-253.5 

-253.5 

-253.5 

-253.5 

-253.5 

-253.5 

-253.5 

-253.8 

-253.6 

-2.2 

-169.5 

-169.5 

-169.5 

-169.5 

-169.5 

-169.5 

-169.5 

-169.5 

-169.5 

-169.8 

-169.6 

-2.1 

-163.5 

-163.5 

-163.5 

-163.5 

-163.5 

-163.5 

-163.5 

-163.5 

-163.5 

-163.8 

-163.6 

-2.0 

-157.5 

-157.5 

-157.5 

-157.5 

-157.5 

-157.5 

-157.5 

-157.5 

-157.5 

-157.8 

-157.6 

-1.9 

-151.5 

-151.5 

-151.5 

-151.5 

-151.5 

-151.5 

-151.5 

-151.5 

-151.5 

-151.8 

-151.6 

-1.8 

-145.5 

-145.5 

-145.5 

-145.5 

-145.5 

-145.5 

-145.5 

-145.5 

-145.5 

-145.8 

-145.6 

-1.7 

-139.5 

-139.5 

-139.5 

-139.5 

-139.5 

-139.5 

-139.5 

-139.5 

-139.5 

-139.8 

-139.6 

-1.6 

-133.5 

-133.5 

-133.5 

-133.5 

-133.5 

-133.5 

-133.5 

-133.5 

-133.5 

-133.8 

-133.6 

-1.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.5 

-127.8 

-127.6 

-1.4 

-121.5 

-121.5 

-121.5 

-121.5 

-121.5 

-121.5 

-121.5 

-121.5 

-121.5 

-121.8 

-121.6 

-1.3 

-115.5 

-115.5 

-115.5 

-115.5 

-115.5 

-115.5 

-115.5 

-115.5 

-115.5 

-115.8 

-115.6 

-1.2 

-109.5 

-109.5 

-109.5 

-109.5 

-109.5 

-109.5 

-109.5 

-109.5 

-109.5 

-109.8 

-109.6 

-1.1 

-103.5 

-103.5 

-103.5 

-103.5 

-103.5 

-103.5 

-103.5 

-103.5 

-103.5 

-103.8 

-103.6 

-1.0 

-97.5 

-97.5 

-97.5 

-97.5 

-97.5 

-97.5 

-97.5 

-97.5 

-97.5 

-97.8 

-97.6 

-0.9 

-91.5 

-91.5 

-91.5 

-91.5 

-91.5 

-91.5 

-91.5 

-91.5 

-91.5 

-91.8 

-91.6 

-0.8 

-85.5 

-85.5 

-85.5 

-85.5 

-85.5 

-85.5 

-85.5 

-85.5 

-85.5 

-85.8 

-85.6 

-0.7 

-79.5 

-79.5 

-79.5 

-79.5 

-79.5 

-79.5 

-79.5 

-79.5 

-79.5 

-79.8 

-79.6 

-0.6 

-73.5 

-73.5 

-73.5 

-73.5 

-73.5 

-73.5 

-73.5 

-73.5 

-73.5 

-73.8 

-73.6 

-0.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.5 

-67.8 

-67.6 

-0.4 

-61.5 

-61.5 

-61.5 

-61.5 

-61.5 

-61.5 

-61.5 

-61.5 

-61.5 

-61.8 

-61.6 

-0.3 

-55.5 

-55.5 

-55.5 

-55.5 

-55.5 

-55.5 

-55.5 

-55.5 

-55.5 

-55.8 

-55.6 

-0.2 

-49.5 

-49.5 

-49.5 

-49.5 

-49.5 

-49.5 

-49.5 

-49.5 

-49.5 

-49.8 

-49.6 

-0.1 

-43.5 

-43.5 

-43.5 

-43.5 

-43.5 

-43.5 

-43.5 

-43.5 

-43.5 

-43.8 

-43.6 

0.0 

-37.6 

-37.6 

-37.6 

-37.6 

-37.6 

-37.6 

-37.6 

-37.6 

-37.6 

-37.8 

-37.6 

0.1 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.6 

-32.8 

-32.6 

0.2 

-28.1 

-28.1 

-28.1 

-28.1 

-28.1 

-28.1 

-28.1 

-28.1 

-28.1 

-28.3 

-28.1 

0.3 

-24.1 

-24.1 

-24.1 

-24.1 

-24.1 

-24.1 

-24.1 

-24.1 

-24.1 

-24.3 

-24.1 

0.4 

-20.6 

-20.6 

-20.6 

-20.6 

-20.6 

-20.6 

-20.6 

-20.6 

-20.6 

-20.8 

-20.6 

0.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.5 

-17.6 

-17.6 

0.6 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.0 

-15.1 

-15.1 

0.7 

-13.0 

-13.0 

-13.0 

-13.0 

-13.0 

-13.0 

-13.0 

-13.0 

-13.0 

-13.1 

-13.1 

0.8 

-11.5 

-11.5 

-11.5 

-11.5 

-11.5 

-11.5 

-11.5 

-11.5 

-11.5 

-11.6 

-11.6 

0.9 

-10.5 

-10.5 

-10.5 

-10.5 

-10.5 

-10.5 

-10.5 

-10.5 

-10.5 

-10.6 

-10.6 

1.0 

-9.8 

-9.8 

-9.8 

-9.8 

-9.8 

-9.8 

-9.8 

-9.8 

-9.8 

-9.9 

-9.9 

1.1 

-9.5 

-9.5 

-9.5 

-9.5 

-9.5 

-9.5 

-9.5 

-9.5 

-9.5 

-9.6 

-9.6 

1.2 

-9.7 

-9.7 

-9.7 

-9.7 

-9.7 

-9.7 

-9.7 

-9.7 

-9.7 

-9.8 

-9.8 

1.3 

-10.0 

-10.0 

-10.0 

-10.0 

-10.0 

-10.0 

-10.0 

-10.0 

-10.0 

-10.1 

-10.1 

1.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.4 

-10.5 

-10.6 

1.5 

-11.0 

-11.0 

-11.0 

-11.0 

-11.0 

-11.0 

-11.0 

-11.0 

-11.0 

-11.1 

-11.3 

1.6 

-11.7 

-11.7 

-11.7 

-11.7 

-11.7 

-11.7 

-11.7 

-11.7 

-11.7 

-11.8 

-12.2 

1.7 

-12.6 

-12.6 

-12.6 

-12.6 

-12.6 

-12.6 

-12.6 

-12.6 

-12.6 

-12.7 

-13.2 

1.8 

-13.6 

-13.6 

-13.6 

-13.6 

-13.6 

-13.6 

-13.6 

-13.6 

-13.6 

-13.7 

-14.2 

1.9 

-14.7 

-14.7 

-14.7 

-14.7 

-14.7 

-14.7 

-14.7 

-14.7 

-14.7 

-14.8 

-15.4 

2.0 

-15.8 

-15.8 

-15.8 

-15.8 

-15.8 

-15.8 

-15.8 

-15.8 

-15.8 

-15.9 

-16.6 

3.6 

-33.4 

-33.4 

-33.4 

-33.4 

-33.4 

-33.4 

-33.4 

-33.4 

-33.4 

-33.5 

-35.8 

OASPL s -UOL s 

0.4 

0.4 

0.4 

0.4 

0.4 

0.4 

0.4 

0.4 

0.4 

0.3 

0.2 
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Table II (Concluded) - Spectral Directivity Relations for Small-Scale Turbulent Mixing Noise 
(b) Corrected Effective Directivity Angle, 0' Scor , from 110 to 250 deg 


Frequency 

parameter, 

Normalized sound pressure level, SPL s -UOL s , dB vs. corrected effective directivity angle 
Corrected effective directivity angle, 0' Scor , deg 

loq S s 

110 

120 

130 

140 

150 

160 

170 

180 

190 

200 

250 

-3.6 

-253.6 

-255.1 

-257.6 

-254.0 

-256.0 

-258.0 

-261.0 

-265.0 

-270.0 

-275.0 

-300.0 

-2.2 

-169.6 

-171.1 

-173.6 

-170.0 

-172.0 

-174.0 

-177.0 

-181.0 

-186.0 

-191.0 

-216.0 

-2.1 

-163.6 

-165.1 

-167.6 

-164.0 

-166.0 

-168.0 

-171.0 

-175.0 

-180.0 

-185.0 

-210.0 

-2.0 

-157.6 

-159.1 

-161.6 

-158.0 

-160.0 

-162.0 

-165.0 

-169.0 

-174.0 

-179.0 

-204.0 

-1.9 

-151.6 

-153.1 

-155.6 

-152.0 

-154.0 

-156.0 

-159.0 

-163.0 

-168.0 

-173.0 

-198.0 

-1.8 

-145.6 

-147.1 

-149.6 

-146.0 

-148.0 

-150.0 

-153.0 

-157.0 

-162.0 

-167.0 

-192.0 

-1.7 

-139.6 

-141.1 

-143.6 

-140.0 

-142.0 

-144.0 

-147.0 

-151.0 

-156.0 

-161.0 

-186.0 

-1.6 

-133.6 

-135.1 

-137.6 

-134.0 

-136.0 

-138.0 

-141.0 

-145.0 

-150.0 

-155.0 

-180.0 

-1.5 

-127.6 

-129.1 

-131.6 

-128.0 

-130.0 

-132.0 

-135.0 

-139.0 

-144.0 

-149.0 

-174.0 

-1.4 

-121.6 

-123.1 

-125.6 

-122.0 

-124.0 

-126.0 

-129.0 

-133.0 

-138.0 

-143.0 

-168.0 

-1.3 

-115.6 

-117.1 

-119.6 

-116.0 

-118.0 

-120.0 

-123.0 

-127.0 

-132.0 

-137.0 

-162.0 

-1.2 

-109.6 

-111.1 

-113.6 

-110.0 

-112.0 

-114.0 

-117.0 

-121.0 

-126.0 

-131.0 

-156.0 

-1.1 

-103.6 

-105.1 

-107.6 

-104.0 

-106.0 

-108.0 

-111.0 

-115.0 

-120.0 

-125.0 

-150.0 

-1.0 

-97.6 

-99.1 

-101.6 

-98.0 

-100.0 

-102.0 

-105.0 

-109.0 

-114.0 

-119.0 

-144.0 

-0.9 

-91.6 

-93.1 

-95.6 

-92.0 

-94.0 

-96.0 

-99.0 

-103.0 

-108.0 

-113.0 

-138.0 

-0.8 

-85.6 

-87.1 

-89.6 

-86.0 

-88.0 

-90.0 

-93.0 

-97.0 

-102.0 

-107.0 

-132.0 

-0.7 

-79.6 

-81.1 

-83.6 

-80.0 

-82.0 

-84.0 

-87.0 

-91.0 

-96.0 

-101.0 

-126.0 

-0.6 

-73.6 

-75.1 

-77.6 

-74.0 

-76.0 

-78.0 

-81.0 

-85.0 

-90.0 

-95.0 

-120.0 

-0.5 

-67.6 

-69.1 

-71.6 

-68.0 

-70.0 

-72.0 

-75.0 

-79.0 

-84.0 

-89.0 

-114.0 

-0.4 

-61.6 

-63.1 

-65.6 

-62.0 

-64.0 

-66.0 

-69.0 

-73.0 

-78.0 

-83.0 

-108.0 

-0.3 

-55.6 

-57.1 

-59.6 

-56.0 

-58.0 

-60.0 

-63.0 

-67.0 

-72.0 

-77.0 

-102.0 

-0.2 

-49.6 

-51.1 

-53.6 

-50.0 

-52.0 

-54.0 

-57.0 

-61.0 

-66.0 

-71.0 

-96.0 

-0.1 

-43.6 

-45.1 

-47.6 

-44.0 

-46.0 

-48.0 

-51.0 

-55.0 

-60.0 

-65.0 

-90.0 

0.0 

-37.6 

-39.1 

-41.6 

-39.0 

-41.0 

-43.0 

-46.0 

-50.0 

-55.0 

-60.0 

-85.0 

0.1 

-32.6 

-34.1 

-36.6 

-34.5 

-36.5 

-38.5 

-41.5 

-45.5 

-50.5 

-55.5 

-80.5 

0.2 

-28.1 

-29.6 

-32.1 

-30.5 

-32.5 

-34.5 

-37.5 

-41.5 

-46.5 

-51.5 

-76.5 

0.3 

-24.1 

-25.6 

-28.1 

-27.0 

-29.0 

-31.0 

-34.0 

-38.0 

-43.0 

-48.0 

-73.0 

0.4 

-20.6 

-22.1 

-24.6 

-24.0 

-26.0 

-28.0 

-31.0 

-35.0 

-40.0 

-45.0 

-70.0 

0.5 

-17.6 

-19.1 

-21.6 

-21.5 

-23.5 

-25.5 

-28.5 

-32.5 

-37.5 

-42.5 

-67.5 

0.6 

-15.1 

-16.6 

-19.1 

-19.5 

-21.5 

-23.5 

-26.5 

-30.5 

-35.5 

-40.5 

-65.5 

0.7 

-13.1 

-14.6 

-17.1 

-18.0 

-20.0 

-22.0 

-25.0 

-29.0 

-34.0 

-39.0 

-64.0 

0.8 

-11.6 

-13.1 

-15.6 

-17.0 

-19.0 

-21.0 

-24.0 

-28.0 

-33.0 

-38.0 

-63.0 

0.9 

-10.6 

-12.1 

-14.6 

-16.3 

-18.3 

-20.3 

-23.3 

-27.3 

-32.3 

-37.3 

-62.3 

1.0 

-9.9 

-11.4 

-13.9 

-16.0 

-18.0 

-20.0 

-23.0 

-27.0 

-32.0 

-37.0 

-62.0 

1.1 

-9.6 

-11.1 

-13.6 

-16.3 

-18.3 

-20.3 

-23.3 

-27.3 

-32.3 

-37.3 

-62.3 

1.2 

-9.8 

-11.3 

-13.8 

-16.9 

-18.9 

-20.9 

-23.9 

-27.9 

-32.9 

-37.9 

-62.9 

1.3 

-10.2 

-11.8 

-14.4 

-17.8 

-19.8 

-21.8 

-24.8 

-28.8 

-33.8 

-38.8 

-63.8 

1.4 

-10.8 

-12.4 

-15.1 

-19.0 

-21.0 

-23.0 

-26.0 

-30.0 

-35.0 

-40.0 

-65.0 

1.5 

-11.6 

-13.2 

-16.0 

-20.4 

-22.4 

-24.4 

-27.4 

-31.4 

-36.4 

-41.4 

-66.4 

1.6 

-12.7 

-14.4 

-17.2 

-21.8 

-23.8 

-25.8 

-28.8 

-32.8 

-37.8 

-42.8 

-67.8 

1.7 

-13.8 

-15.6 

-18.5 

-23.2 

-25.2 

-27.2 

-30.2 

-34.2 

-39.2 

-44.2 

-69.2 

1.8 

-15.0 

-16.8 

-19.8 

-24.6 

-26.6 

-28.6 

-31.6 

-35.6 

-40.6 

-45.6 

-70.6 

1.9 

-16.2 

-18.1 

-21.1 

-26.0 

-28.0 

-30.0 

-33.0 

-37.0 

-42.0 

-47.0 

-72.0 

2.0 

-17.4 

-19.4 

-22.5 

-27.4 

-29.4 

-31.4 

-34.4 

-38.4 

-43.4 

-48.4 

-73.4 

3.6 

-36.6 

-40.2 

-44.9 

-49.8 

-51.8 

-53.8 

-56.8 

-60.8 

-65.8 

-70.8 

-95.8 

OASPL s -UOL s 

0.0 

-1.6 

-4.2 

-6.7 

-8.7 

-10.7 

-13.7 

-17.7 

-22.7 

-27.7 

-52.7 


NASA/TM— 2009-2 15524 


36 



Table III - Spectral Directivity Relations for Transitional-Scale Turbulent Mixing Noise 
(a) Corrected Effective Directivity Angle, 0' T ,cor. from 0 to 100 deg 

Frequency Normalized sound pressure level, SPL T -UOL T , dB vs. corrected effective directivity angle 


parameter, Corrected effective directivity angle, 0' Tcor , deg 


loq S T 

o 

10 

20 

30 

40 

50 

60 

70 

80 

90 

100 

-3.6 

-206.0 

-205.2 

-204.6 

-204.2 

-204.0 

-204.4 

-204.8 

-205.3 

-205.8 

-198.5 

-194.0 

-2.2 

-122.0 

-121.2 

-120.6 

-120.2 

-120.0 

-120.4 

-120.8 

-121.3 

-121.8 

-114.5 

-110.0 

-2.1 

-116.0 

-115.2 

-114.6 

-114.2 

-114.0 

-114.4 

-114.8 

-115.3 

-115.8 

-108.5 

-104.0 

-2.0 

-110.0 

-109.2 

-108.6 

-108.2 

-108.0 

-108.4 

-108.8 

-109.3 

-109.8 

-102.5 

-98.0 

-1.9 

-104.0 

-103.2 

-102.6 

-102.2 

-102.0 

-102.4 

-102.8 

-103.3 

-103.8 

-96.5 

-92.0 

-1.8 

-98.0 

-97.2 

-96.6 

-96.2 

-96.0 

-96.4 

-96.8 

-97.3 

-97.8 

-90.5 

-86.0 

-1.7 

-92.0 

-91.2 

-90.6 

-90.2 

-90.0 

-90.4 

-90.8 

-91.3 

-91.8 

-84.5 

-80.0 

-1.6 

-86.0 

-85.2 

-84.6 

-84.2 

-84.0 

-84.4 

-84.8 

-85.3 

-85.8 

-78.5 

-74.0 

-1.5 

-80.0 

-79.2 

-78.6 

-78.2 

-78.0 

-78.4 

-78.8 

-79.3 

-79.8 

-72.5 

-68.0 

-1.4 

-74.0 

-73.2 

-72.6 

-72.2 

-72.0 

-72.4 

-72.8 

-73.3 

-73.8 

-66.5 

-62.0 

-1.3 

-68.0 

-67.2 

-66.6 

-66.2 

-66.0 

-66.4 

-66.8 

-67.3 

-67.8 

-60.5 

-56.0 

-1.2 

-62.0 

-61.2 

-60.6 

-60.2 

-60.0 

-60.4 

-60.8 

-61.3 

-61.8 

-54.5 

-50.0 

-1.1 

-56.0 

-55.2 

-54.6 

-54.2 

-54.0 

-54.4 

-54.8 

-55.3 

-55.8 

-48.5 

-44.0 

-1.0 

-50.0 

-49.2 

-48.6 

-48.2 

-48.0 

-48.4 

-48.8 

-49.3 

-49.8 

-42.5 

-38.0 

-0.9 

-44.0 

-43.2 

-42.6 

-42.2 

-42.0 

-42.4 

-42.8 

-43.3 

-43.8 

-37.5 

-33.0 

-0.8 

-38.0 

-37.2 

-36.6 

-36.2 

-36.0 

-36.4 

-36.8 

-37.3 

-37.8 

-32.5 

-28.5 

-0.7 

-33.0 

-32.2 

-31.6 

-31.2 

-31.0 

-31.4 

-31.8 

-32.3 

-32.8 

-28.0 

-24.5 

-0.6 

-28.5 

-27.7 

-27.1 

-26.7 

-26.5 

-26.9 

-27.3 

-27.8 

-28.3 

-24.0 

-21.0 

-0.5 

-24.5 

-23.7 

-23.1 

-22.7 

-22.5 

-22.9 

-23.3 

-23.8 

-24.3 

-20.5 

-18.0 

-0.4 

-21.0 

-20.2 

-19.6 

-19.2 

-19.0 

-19.4 

-19.8 

-20.3 

-20.8 

-17.5 

-15.5 

-0.3 

-18.0 

-17.2 

-16.6 

-16.2 

-16.0 

-16.4 

-16.8 

-17.3 

-17.8 

-15.0 

-13.5 

-0.2 

-15.5 

-14.7 

-14.1 

-13.7 

-13.5 

-13.9 

-14.3 

-14.8 

-15.3 

-13.0 

-12.0 

-0.1 

-13.5 

-12.7 

-12.1 

-11.7 

-11.5 

-11.9 

-12.3 

-12.8 

-13.3 

-11.5 

-11.0 

0.0 

-12.0 

-11.2 

-10.6 

-10.2 

-10.0 

-10.4 

-10.8 

-11.3 

-11.8 

-10.5 

-10.5 

0.1 

-11.0 

-10.2 

-9.6 

-9.2 

-9.0 

-9.4 

-9.8 

-10.3 

-10.8 

-10.0 

-10.3 

0.2 

-10.5 

-9.7 

-9.1 

-8.7 

-8.5 

-8.9 

-9.3 

-9.8 

-10.3 

-9.8 

-10.5 

0.3 

-10.3 

-9.5 

-8.9 

-8.5 

-8.3 

-8.7 

-9.1 

-9.6 

-10.1 

-10.0 

-10.9 

0.4 

-10.5 

-9.7 

-9.1 

-8.7 

-8.5 

-8.9 

-9.3 

-9.8 

-10.3 

-10.4 

-11.5 

0.5 

-10.9 

-10.1 

-9.5 

-9.1 

-8.9 

-9.3 

-9.7 

-10.2 

-10.7 

-11.0 

-12.7 

0.6 

-11.5 

-10.7 

-10.1 

-9.7 

-9.5 

-9.9 

-10.3 

-10.8 

-11.3 

-12.2 

-13.9 

0.7 

-12.7 

-11.9 

-11.3 

-10.9 

-10.7 

-11.1 

-11.5 

-12.0 

-12.5 

-13.4 

-15.1 

0.8 

-14.0 

-13.2 

-12.6 

-12.2 

-12.0 

-12.4 

-12.8 

-13.2 

-13.7 

-14.6 

-16.3 

0.9 

-15.4 

-14.6 

-14.0 

-13.6 

-13.4 

-13.8 

-14.1 

-14.4 

-14.9 

-15.8 

-17.5 

1.0 

-16.8 

-16.0 

-15.4 

-15.0 

-14.8 

-15.2 

-15.4 

-15.6 

-16.1 

-17.0 

-18.7 

1.1 

-18.2 

-17.4 

-16.8 

-16.4 

-16.2 

-16.6 

-16.7 

-16.8 

-17.3 

-18.2 

-19.9 

1.2 

-19.6 

-18.8 

-18.2 

-17.8 

-17.6 

-18.0 

-18.0 

-18.0 

-18.5 

-19.4 

-21.1 

1.3 

-21.0 

-20.2 

-19.6 

-19.2 

-19.0 

-19.4 

-19.3 

-19.2 

-19.7 

-20.6 

-22.3 

1.4 

-22.4 

-21.6 

-21.0 

-20.6 

-20.4 

-20.8 

-20.6 

-20.4 

-20.9 

-21.8 

-23.5 

1.5 

-23.8 

-23.0 

-22.4 

-22.0 

-21.8 

-22.2 

-21.9 

-21.6 

-22.1 

-23.0 

-24.7 

1.6 

-25.2 

-24.4 

-23.8 

-23.4 

-23.2 

-23.6 

-23.2 

-22.8 

-23.3 

-24.2 

-25.9 

1.7 

-26.6 

-25.8 

-25.2 

-24.8 

-24.6 

-25.0 

-24.5 

-24.0 

-24.5 

-25.4 

-27.1 

1.8 

-28.0 

-27.2 

-26.6 

-26.2 

-26.0 

-26.4 

-25.8 

-25.2 

-25.7 

-26.6 

-28.3 

1.9 

-29.4 

-28.6 

-28.0 

-27.6 

-27.4 

-27.8 

-27.1 

-26.4 

-26.9 

-27.8 

-29.5 

2.0 

-30.8 

-30.0 

-29.4 

-29.0 

-28.8 

-29.2 

-28.4 

-27.6 

-28.1 

-29.0 

-30.7 

3.6 

-50.4 

-49.6 

-49.0 

-48.6 

-48.4 

-48.8 

-46.6 

-44.4 

-44.9 

-45.8 

-47.5 

oaspl t -uol t 

-0.6 

0.2 

0.8 

1.2 

1.4 

1.0 

0.6 

0.2 

-0.3 

0.0 

-0.5 
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Table III (Concluded) - Spectral Directivity Relations for Transitional-Scale Turbulent Mixing Noise 
(b) Corrected Effective Directivity Angle, 0' Tcor , from 110 to 250 deg 

Frequency Normalized sound pressure level, SPL T -UOL T , dB vs. corrected effective directivity angle 


parameter, 



Corrected effective directivity angle, 0' Tcor , deg 



loq S T 

110 

120 

130 

140 

150 

160 

170 

180 

190 

200 

250 

-3.6 

-194.3 

-189.3 

-184.3 

-179.3 

-174.3 

-173.3 

-171.5 

-173.0 

-174.0 

-174.5 

-195.0 

-2.2 

-110.3 

-105.3 

-100.3 

-95.3 

-90.3 

-89.3 

-87.5 

-89.0 

-90.0 

-90.5 

-111.0 

-2.1 

-104.3 

-99.3 

-94.3 

-89.3 

-84.3 

-83.3 

-81.5 

-83.0 

-84.0 

-84.5 

-105.0 

-2.0 

-98.3 

-93.3 

-88.3 

-83.3 

-78.3 

-77.3 

-75.5 

-77.0 

-78.0 

-78.5 

-99.0 

-1.9 

-92.3 

-87.3 

-82.3 

-77.3 

-72.3 

-71.3 

-69.5 

-71.0 

-72.0 

-72.5 

-93.0 

-1.8 

-86.3 

-81.3 

-76.3 

-71.3 

-66.3 

-65.3 

-63.5 

-65.0 

-66.0 

-66.5 

-87.0 

-1.7 

-80.3 

-75.3 

-70.3 

-65.3 

-60.3 

-59.3 

-57.5 

-59.0 

-60.0 

-60.5 

-81.0 

-1.6 

-74.3 

-69.3 

-64.3 

-59.3 

-54.3 

-53.3 

-53.0 

-55.0 

-56.5 

-57.5 

-75.0 

-1.5 

-68.3 

-63.3 

-58.3 

-53.3 

-48.3 

-47.3 

-48.5 

-51.0 

-53.0 

-54.5 

-73.5 

-1.4 

-62.3 

-57.3 

-52.3 

-47.3 

-42.3 

-42.3 

-44.0 

-47.0 

-49.5 

-51.5 

-72.0 

-1.3 

-56.3 

-51.3 

-46.3 

-41.3 

-37.3 

-37.8 

-40.0 

-43.5 

-46.5 

-49.0 

-70.5 

-1.2 

-50.3 

-45.3 

-40.3 

-36.3 

-32.8 

-33.8 

-36.5 

-40.5 

-44.0 

-47.0 

-69.5 

-1.1 

-44.3 

-39.3 

-35.3 

-31.8 

-28.8 

-30.3 

-33.5 

-38.0 

-42.0 

-45.5 

-69.0 

-1.0 

-38.3 

-34.3 

-30.8 

-27.8 

-25.3 

-27.3 

-31.0 

-36.0 

-40.5 

-44.5 

-69.3 

-0.9 

-33.3 

-29.8 

-26.8 

-24.3 

-22.3 

-24.8 

-29.0 

-34.5 

-39.5 

-44.0 

-70.1 

-0.8 

-28.8 

-25.8 

-23.3 

-21.3 

-19.8 

-22.8 

-27.5 

-33.5 

-39.0 

-44.3 

-71.3 

-0.7 

-24.8 

-22.3 

-20.3 

-18.8 

-17.8 

-21.3 

-26.5 

-33.0 

-39.3 

-45.1 

-72.8 

-0.6 

-21.3 

-19.3 

-17.8 

-16.8 

-16.3 

-20.3 

-26.0 

-33.3 

-40.1 

-46.3 

-74.6 

-0.5 

-18.3 

-16.8 

-15.8 

-15.3 

-15.3 

-19.8 

-26.3 

-34.1 

-41.3 

-47.8 

-76.4 

-0.4 

-15.8 

-14.8 

-14.3 

-14.3 

-14.8 

-20.1 

-27.1 

-35.3 

-42.8 

-49.6 

-78.2 

-0.3 

-13.8 

-13.3 

-13.3 

-13.8 

-15.1 

-20.9 

-28.3 

-36.8 

-44.6 

-51.4 

-80.0 

-0.2 

-12.3 

-12.3 

-12.8 

-14.1 

-15.9 

-22.1 

-29.8 

-38.6 

-46.4 

-53.2 

-81.8 

-0.1 

-11.3 

-11.8 

-13.1 

-14.9 

-17.1 

-23.6 

-31.6 

-40.4 

-48.2 

-55.0 

-83.6 

0.0 

-10.8 

-12.1 

-13.9 

-16.1 

-18.6 

-25.4 

-33.4 

-42.2 

-50.0 

-56.8 

-85.4 

0.1 

-11.1 

-12.9 

-15.0 

-17.6 

-20.4 

-27.2 

-35.2 

-44.0 

-51.8 

-58.6 

-87.2 

0.2 

-11.8 

-14.0 

-16.6 

-19.4 

-22.2 

-29.0 

-37.0 

-45.8 

-53.6 

-60.4 

-89.0 

0.3 

-12.8 

-15.6 

-18.2 

-21.4 

-24.0 

-30.8 

-38.8 

-47.6 

-55.4 

-62.2 

-90.8 

0.4 

-14.3 

-17.3 

-20.0 

-23.4 

-25.8 

-32.6 

-40.6 

-49.4 

-57.2 

-64.0 

-92.6 

0.5 

-15.8 

-19.1 

-21.9 

-25.4 

-27.6 

-34.4 

-42.4 

-51.2 

-59.0 

-65.8 

-94.4 

0.6 

-17.3 

-20.9 

-23.9 

-27.4 

-29.4 

-36.2 

-44.2 

-53.0 

-60.8 

-67.6 

-96.2 

0.7 

-18.8 

-22.7 

-25.9 

-29.4 

-31.2 

-38.0 

-46.0 

-54.8 

-62.6 

-69.4 

-98.0 

0.8 

-20.3 

-24.5 

-27.9 

-31.4 

-33.0 

-39.8 

-47.8 

-56.6 

-64.4 

-71.2 

-99.8 

0.9 

-21.8 

-26.3 

-29.9 

-33.4 

-34.8 

-41.6 

-49.6 

-58.4 

-66.2 

-73.0 

-101.6 

1.0 

-23.3 

-28.1 

-31.9 

-35.4 

-36.6 

-43.4 

-51.4 

-60.2 

-68.0 

-74.8 

-103.4 

1.1 

-24.8 

-29.9 

-33.9 

-37.4 

-38.4 

-45.2 

-53.2 

-62.0 

-69.8 

-76.6 

-105.2 

1.2 

-26.3 

-31.7 

-35.9 

-39.4 

-40.2 

-47.0 

-55.0 

-63.8 

-71.6 

-78.4 

-107.0 

1.3 

-27.8 

-33.5 

-37.9 

-41.4 

-42.0 

-48.8 

-56.8 

-65.6 

-73.4 

-80.2 

-108.8 

1.4 

-29.3 

-35.3 

-39.9 

-43.4 

-43.8 

-50.6 

-58.6 

-67.4 

-75.2 

-82.0 

-110.6 

1.5 

-30.8 

-37.1 

-41.9 

-45.4 

-45.6 

-52.4 

-60.4 

-69.2 

-77.0 

-83.8 

-112.4 

1.6 

-32.3 

-38.9 

-43.9 

-47.4 

-47.4 

-54.2 

-62.2 

-71.0 

-78.8 

-85.6 

-114.2 

1.7 

-33.8 

-40.7 

-45.9 

-49.4 

-49.2 

-56.0 

-64.0 

-72.8 

-80.6 

-87.4 

-116.0 

1.8 

-35.3 

-42.5 

-47.9 

-51.4 

-51.0 

-57.8 

-65.8 

-74.6 

-82.4 

-89.2 

-117.8 

1.9 

-36.8 

-44.3 

-49.9 

-53.4 

-52.8 

-59.6 

-67.6 

-76.4 

-84.2 

-91.0 

-119.6 

2.0 

-38.3 

-46.1 

-51.9 

-55.4 

-54.6 

-61.4 

-69.4 

-78.2 

-86.0 

-92.8 

-121.4 

3.6 

-59.3 

-71.3 

-79.9 

-83.4 

-79.8 

-86.6 

-94.6 

-103.4 

-111.2 

-118.0 

-146.6 

oaspl t -uol t 

-2.0 

-3.2 

-4.2 

-5.2 

-6.2 

-11.2 

-17.4 

-24.4 

-30.4 

-35.4 

-60.4 
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Table IV - Spectral Directivity Relations for Inner Stream Plug Separation Noise 
(a) Corrected Effective Directivity Angle, 0' P , cor , from 0 to 100 deg 

Frequency Normalized sound pressure level, SPL P -UOL P , dB vs. corrected effective directivity angle 


parameter Corrected effective directivity angle, 0' Pcor , deg 


loq S D 

o 

10 

20 

30 

40 

50 

60 

70 

80 

90 

100 

-3.6 

-194.1 

-191.6 

-188.6 

-185.1 

-181.1 

-176.6 

-170.8 

-165.4 

-162.8 

-161.5 

-161.7 

-2.2 

-138.1 

-135.6 

-132.6 

-129.1 

-125.1 

-120.6 

-114.8 

-109.4 

-106.8 

-105.5 

-105.7 

-2.1 

-134.1 

-131.6 

-128.6 

-125.1 

-121.1 

-116.6 

-110.8 

-105.4 

-102.8 

-101.5 

-101.7 

-2.0 

-130.1 

-127.6 

-124.6 

-121.1 

-117.1 

-112.6 

-106.8 

-101.4 

-98.8 

-97.5 

-97.7 

-1.9 

-126.1 

-123.6 

-120.6 

-117.1 

-113.1 

-108.6 

-102.8 

-97.4 

-94.8 

-93.5 

-93.7 

-1.8 

-122.1 

-119.6 

-116.6 

-113.1 

-109.1 

-104.6 

-98.8 

-93.4 

-90.8 

-89.5 

-89.7 

-1.7 

-118.1 

-115.6 

-112.6 

-109.1 

-105.1 

-100.6 

-94.8 

-89.4 

-86.8 

-85.5 

-85.7 

-1.6 

-114.1 

-111.6 

-108.6 

-105.1 

-101.1 

-96.6 

-90.8 

-85.4 

-82.8 

-81.5 

-81.7 

-1.5 

-110.1 

-107.6 

-104.6 

-101.1 

-97.1 

-92.6 

-86.8 

-81.4 

-78.8 

-77.5 

-77.7 

-1.4 

-106.1 

-103.6 

-100.6 

-97.1 

-93.1 

-88.6 

-82.8 

-77.4 

-74.8 

-73.5 

-73.7 

-1.3 

-102.1 

-99.6 

-96.6 

-93.1 

-89.1 

-84.6 

-78.8 

-73.4 

-70.8 

-69.5 

-69.7 

-1.2 

-98.1 

-95.6 

-92.6 

-89.1 

-85.1 

-80.6 

-74.8 

-69.4 

-66.8 

-65.5 

-65.7 

-1.1 

-94.1 

-91.6 

-88.6 

-85.1 

-81.1 

-76.6 

-70.8 

-65.4 

-62.8 

-61.5 

-61.7 

-1.0 

-90.1 

-87.6 

-84.6 

-81.1 

-77.1 

-72.6 

-66.8 

-61.4 

-58.8 

-57.5 

-57.7 

-0.9 

-86.1 

-83.6 

-80.6 

-77.1 

-73.1 

-68.6 

-62.8 

-57.4 

-54.8 

-53.5 

-53.7 

-0.8 

-82.1 

-79.6 

-76.6 

-73.1 

-69.1 

-64.6 

-58.8 

-53.4 

-50.8 

-49.5 

-49.7 

-0.7 

-78.1 

-75.6 

-72.6 

-69.1 

-65.1 

-60.6 

-54.8 

-49.4 

-46.8 

-45.5 

-45.7 

-0.6 

-74.1 

-71.6 

-68.6 

-65.1 

-61.1 

-56.6 

-50.8 

-45.4 

-42.8 

-41.5 

-41.7 

-0.5 

-70.1 

-67.6 

-64.6 

-61.1 

-57.1 

-52.6 

-46.8 

-41.4 

-38.8 

-37.5 

-37.7 

-0.4 

-66.1 

-63.6 

-60.6 

-57.1 

-53.1 

-48.6 

-42.8 

-37.4 

-34.8 

-33.5 

-33.7 

-0.3 

-62.1 

-59.6 

-56.6 

-53.1 

-49.1 

-44.6 

-38.8 

-33.4 

-30.8 

-29.5 

-29.7 

-0.2 

-58.1 

-55.6 

-52.6 

-49.1 

-45.1 

-40.6 

-34.8 

-29.4 

-26.8 

-25.5 

-25.7 

-0.1 

-54.1 

-51.6 

-48.6 

-45.1 

-41.1 

-36.6 

-30.8 

-25.4 

-22.8 

-21.5 

-21.7 

0.0 

-50.1 

-47.6 

-44.6 

-41.1 

-37.1 

-32.6 

-26.8 

-21.4 

-18.8 

-17.5 

-17.7 

0.1 

-46.6 

-44.1 

-41.1 

-37.6 

-33.6 

-29.1 

-23.3 

-17.9 

-15.3 

-14.0 

-14.2 

0.2 

-43.8 

-41.3 

-38.3 

-34.8 

-30.8 

-26.3 

-20.5 

-15.1 

-12.5 

-11.2 

-11.4 

0.3 

-42.0 

-39.5 

-36.5 

-33.0 

-29.0 

-24.5 

-18.7 

-13.3 

-10.7 

-9.4 

-9.6 

0.4 

-41.0 

-38.5 

-35.5 

-32.0 

-28.0 

-23.5 

-17.7 

-12.3 

-9.7 

-8.4 

-8.6 

0.5 

-41.4 

-38.9 

-35.9 

-32.4 

-28.4 

-23.9 

-18.1 

-12.7 

-10.1 

-8.8 

-9.0 

0.6 

-42.0 

-39.5 

-36.5 

-33.0 

-29.0 

-24.5 

-18.7 

-13.3 

-10.7 

-9.4 

-9.6 

0.7 

-43.2 

-40.7 

-37.7 

-34.2 

-30.2 

-25.7 

-19.9 

-14.5 

-11.9 

-10.6 

-10.8 

0.8 

-44.4 

-41.9 

-38.9 

-35.4 

-31.4 

-26.9 

-21.1 

-15.7 

-13.1 

-11.8 

-12.0 

0.9 

-45.6 

-43.1 

-40.1 

-36.6 

-32.6 

-28.1 

-22.3 

-16.9 

-14.3 

-13.0 

-13.2 

1.0 

-46.8 

-44.3 

-41.3 

-37.8 

-33.8 

-29.3 

-23.5 

-18.1 

-15.5 

-14.2 

-14.4 

1.1 

-48.0 

-45.5 

-42.5 

-39.0 

-35.0 

-30.5 

-24.7 

-19.3 

-16.7 

-15.4 

-15.6 

1.2 

-49.2 

-46.7 

-43.7 

-40.2 

-36.2 

-31.7 

-25.9 

-20.5 

-17.9 

-16.6 

-16.8 

1.3 

-50.4 

-47.9 

-44.9 

-41.4 

-37.4 

-32.9 

-27.1 

-21.7 

-19.1 

-17.8 

-18.0 

1.4 

-51.6 

-49.1 

-46.1 

-42.6 

-38.6 

-34.1 

-28.3 

-22.9 

-20.3 

-19.0 

-19.2 

1.5 

-52.8 

-50.3 

-47.3 

-43.8 

-39.8 

-35.3 

-29.5 

-24.1 

-21.5 

-20.2 

-20.4 

1.6 

-54.0 

-51.5 

-48.5 

-45.0 

-41.0 

-36.5 

-30.7 

-25.3 

-22.7 

-21.4 

-21.6 

1.7 

-55.2 

-52.7 

-49.7 

-46.2 

-42.2 

-37.7 

-31.9 

-26.5 

-23.9 

-22.6 

-22.8 

1.8 

-56.4 

-53.9 

-50.9 

-47.4 

-43.4 

-38.9 

-33.1 

-27.7 

-25.1 

-23.8 

-24.0 

1.9 

-57.6 

-55.1 

-52.1 

-48.6 

-44.6 

-40.1 

-34.3 

-28.9 

-26.3 

-25.0 

-25.2 

2.0 

-58.8 

-56.3 

-53.3 

-49.8 

-45.8 

-41.3 

-35.5 

-30.1 

-27.5 

-26.2 

-26.4 

3.6 

-78.0 

-75.5 

-72.5 

-69.0 

-65.0 

-60.5 

-54.7 

-49.3 

-46.7 

-45.4 

-45.6 

OASPLp-UOLp 

-32.6 

-30.1 

-27.1 

-23.6 

-19.6 

-15.1 

-9.3 

-3.9 

-1.3 

0.0 

-0.2 
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Table IV (Concluded) - Spectral Directivity Relations for Inner Stream Plug Separation Noise 
(b) Corrected Effective Directivity Angle, 0' P , CO r> from 110 to 250 deg 

Frequency Normalized sound pressure level , SPL P - UOL P , dB vs . corrected effective directivity angle 


parameter 



Corrected effective directivity angle , 0 ' Pcor , deg 



loq S D 

110 

120 

130 

140 

150 

160 

170 

180 

190 

200 

250 

- 3.6 

- 158.3 

- 160.1 

- 163.1 

- 166.1 

- 168.1 

- 170.1 

- 171.1 

- 172.6 

- 174.1 

- 176.1 

- 186.1 

- 2.2 

- 102.3 

- 104.1 

- 107.1 

- 110.1 

- 112.1 

- 114.1 

- 115.1 

- 116.6 

- 118.1 

- 120.1 

- 130.1 

- 2.1 

- 98.3 

- 100.1 

- 103.1 

- 106.1 

- 108.1 

- 110.1 

- 111.1 

- 112.6 

- 114.1 

- 116.1 

- 126.1 

- 2.0 

- 94.3 

- 96.1 

- 99.1 

- 102.1 

- 104.1 

- 106.1 

- 107.1 

- 108.6 

- 110.1 

- 112.1 

- 122.1 

- 1.9 

- 90.3 

- 92.1 

- 95.1 

- 98.1 

- 100.1 

- 102.1 

- 103.1 

- 104.6 

- 106.1 

- 108.1 

- 118.1 

- 1.8 

- 86.3 

- 88.1 

- 91.1 

- 94.1 

- 96.1 

- 98.1 

- 99.1 

- 100.6 

- 102.1 

- 104.1 

- 114.1 

- 1.7 

- 82.3 

- 84.1 

- 87.1 

- 90.1 

- 92.1 

- 94.1 

- 95.1 

- 96.6 

- 98.1 

- 100.1 

- 110.1 

- 1.6 

- 78.3 

- 80.1 

- 83.1 

- 86.1 

- 88.1 

- 90.1 

- 91.1 

- 92.6 

- 94.1 

- 96.1 

- 106.1 

- 1.5 

- 74.3 

- 76.1 

- 79.1 

- 82.1 

- 84.1 

- 86.1 

- 87.1 

- 88.6 

- 90.1 

- 92.1 

- 102.1 

- 1.4 

- 70.3 

- 72.1 

- 75.1 

- 78.1 

- 80.1 

- 82.1 

- 83.1 

- 84.6 

- 86.1 

- 88.1 

- 98.1 

- 1.3 

- 66.3 

- 68.1 

- 71.1 

- 74.1 

- 76.1 

- 78.1 

- 79.1 

- 80.6 

- 82.1 

- 84.1 

- 94.1 

- 1.2 

- 62.3 

- 64.1 

- 67.1 

- 70.1 

- 72.1 

- 74.1 

- 75.1 

- 76.6 

- 78.1 

- 80.1 

- 90.1 

- 1.1 

- 58.3 

- 60.1 

- 63.1 

- 66.1 

- 68.1 

- 70.1 

- 71.1 

- 72.6 

- 74.1 

- 76.1 

- 86.1 

- 1.0 

- 54.3 

- 56.1 

- 59.1 

- 62.1 

- 64.1 

- 66.1 

- 67.1 

- 68.6 

- 70.1 

- 72.1 

- 82.1 

- 0.9 

- 50.3 

- 52.1 

- 55.1 

- 58.1 

- 60.1 

- 62.1 

- 63.1 

- 64.6 

- 66.1 

- 68.1 

- 78.1 

- 0.8 

- 46.3 

- 48.1 

- 51.1 

- 54.1 

- 56.1 

- 58.1 

- 59.1 

- 60.6 

- 62.1 

- 64.1 

- 74.1 

- 0.7 

- 42.3 

- 44.1 

- 47.1 

- 50.1 

- 52.1 

- 54.1 

- 55.1 

- 56.6 

- 58.1 

- 60.1 

- 70.1 

- 0.6 

- 38.3 

- 40.1 

- 43.1 

- 46.1 

- 48.1 

- 50.1 

- 51.1 

- 52.6 

- 54.1 

- 56.1 

- 66.1 

- 0.5 

- 34.3 

- 36.1 

- 39.1 

- 42.1 

- 44.1 

- 46.1 

- 47.1 

- 48.6 

- 50.1 

- 52.1 

- 62.1 

- 0.4 

- 30.3 

- 32.1 

- 35.1 

- 38.1 

- 40.1 

- 42.1 

- 43.1 

- 44.6 

- 46.1 

- 48.1 

- 58.1 

- 0.3 

- 26.3 

- 28.1 

- 31.1 

- 34.1 

- 36.1 

- 38.1 

- 39.1 

- 40.6 

- 42.1 

- 44.1 

- 54.1 

- 0.2 

- 22.3 

- 24.1 

- 27.1 

- 30.1 

- 32.1 

- 34.1 

- 35.1 

- 36.6 

- 38.1 

- 40.1 

- 50.1 

- 0.1 

- 18.3 

- 20.1 

- 23.1 

- 26.1 

- 28.1 

- 30.1 

- 31.1 

- 32.6 

- 34.1 

- 36.1 

- 46.1 

0.0 

- 14.8 

- 16.6 

- 19.6 

- 22.6 

- 24.6 

- 26.6 

- 27.6 

- 29.1 

- 30.6 

- 32.6 

- 42.6 

0.1 

- 12.0 

- 13.8 

- 16.8 

- 19.8 

- 21.8 

- 23.8 

- 24.8 

- 26.3 

- 27.8 

- 29.8 

- 39.8 

0.2 

- 10.2 

- 12.0 

- 15.0 

- 18.0 

- 20.0 

- 22.0 

- 23.0 

- 24.5 

- 26.0 

- 28.0 

- 38.0 

0.3 

-9.2 

-11.0 

-14.0 

-17.0 

-19.0 

-21.0 

-22.0 

-23.5 

-25.0 

-27.0 

-37.0 

0.4 

- 9.6 

- 11.4 

- 14.4 

- 17.4 

- 19.4 

- 21.4 

- 22.4 

- 23.9 

- 25.4 

- 27.4 

- 37.4 

0.5 

- 10.2 

- 12.0 

- 15.0 

- 18.0 

- 20.0 

- 22.0 

- 23.0 

- 24.5 

- 26.0 

- 28.0 

- 38.0 

0.6 

- 11.4 

- 13.2 

- 16.2 

- 19.2 

- 21.2 

- 23.2 

- 24.2 

- 25.7 

- 27.2 

- 29.2 

- 39.2 

0.7 

- 12.6 

- 14.4 

- 17.4 

- 20.4 

- 22.4 

- 24.4 

- 25.4 

- 26.9 

- 28.4 

- 30.4 

- 40.4 

0.8 

- 13.8 

- 15.6 

- 18.6 

- 21.6 

- 23.6 

- 25.6 

- 26.6 

- 28.1 

- 29.6 

- 31.6 

- 41.6 

0.9 

- 15.0 

- 16.8 

- 19.8 

- 22.8 

- 24.8 

- 26.8 

- 27.8 

- 29.3 

- 30.8 

- 32.8 

- 42.8 

1.0 

- 16.2 

- 18.0 

- 21.0 

- 24.0 

- 26.0 

- 28.0 

- 29.0 

- 30.5 

- 32.0 

- 34.0 

- 44.0 

1.1 

- 17.4 

- 19.2 

- 22.2 

- 25.2 

- 27.2 

- 29.2 

- 30.2 

- 31.7 

- 33.2 

- 35.2 

- 45.2 

1.2 

- 18.6 

- 20.4 

- 23.4 

- 26.4 

- 28.4 

- 30.4 

- 31.4 

- 32.9 

- 34.4 

- 36.4 

- 46.4 

1.3 

- 19.8 

- 21.6 

- 24.6 

- 27.6 

- 29.6 

- 31.6 

- 32.6 

- 34.1 

- 35.6 

- 37.6 

- 47.6 

1.4 

- 21.0 

- 22.8 

- 25.8 

- 28.8 

- 30.8 

- 32.8 

- 33.8 

- 35.3 

- 36.8 

- 38.8 

- 48.8 

1.5 

- 22.2 

- 24.0 

- 27.0 

- 30.0 

- 32.0 

- 34.0 

- 35.0 

- 36.5 

- 38.0 

- 40.0 

- 50.0 

1.6 

- 23.4 

- 25.2 

- 28.2 

- 31.2 

- 33.2 

- 35.2 

- 36.2 

- 37.7 

- 39.2 

- 41.2 

- 51.2 

1.7 

- 24.6 

- 26.4 

- 29.4 

- 32.4 

- 34.4 

- 36.4 

- 37.4 

- 38.9 

- 40.4 

- 42.4 

- 52.4 

1.8 

- 25.8 

- 27.6 

- 30.6 

- 33.6 

- 35.6 

- 37.6 

- 38.6 

- 40.1 

- 41.6 

- 43.6 

- 53.6 

1.9 

- 27.0 

- 28.8 

- 31.8 

- 34.8 

- 36.8 

- 38.8 

- 39.8 

- 41.3 

- 42.8 

- 44.8 

- 54.8 

2.0 

- 28.2 

- 30.0 

- 33.0 

- 36.0 

- 38.0 

- 40.0 

- 41.0 

- 42.5 

- 44.0 

- 46.0 

- 56.0 

3.6 

- 47.4 

- 49.2 

- 52.2 

- 55.2 

- 57.2 

- 59.2 

- 60.2 

- 61.7 

- 63.2 

- 65.2 

- 75.2 

OASPLp-UOLp 

- 0.8 

- 2.6 

- 5.6 

- 8.6 

- 10.6 

- 12.6 

- 13.6 

- 15.1 

- 16.6 

- 18.6 

- 28.6 
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Table V - Spectral Directivity Relations for Plug/Downstream Shock Noise 
(a) Corrected Directivity Angle, 0 D . S h,cor. 0 to 90 deg 

Frequency Normalized sound pressure level, SPL Dsh - UOI_ Dsh , dB vs. corrected directivity angle 
parameter Corrected directivity angle, 0 Dshcor , deg 


log Sn.h 

0 

10 

20 

30 

- 3.6 

- 174.2 

- 173.0 

- 171.8 

- 170.6 

- 2.2 

- 104.2 

- 103.0 

- 101.8 

- 100.6 

- 2.1 

- 99.2 

- 98.0 

- 96.8 

- 95.6 

- 2.0 

- 94.2 

- 93.0 

- 91.8 

- 90.6 

- 1.9 

- 89.2 

- 88.0 

- 86.8 

- 85.6 

- 1.8 

- 84.2 

- 83.0 

- 81.8 

- 80.6 

- 1.7 

- 79.2 

- 78.0 

- 76.8 

- 75.6 

- 1.6 

- 74.2 

- 73.0 

- 71.8 

- 70.6 

- 1.5 

- 69.2 

- 68.0 

- 66.8 

- 65.6 

- 1.4 

- 64.2 

- 63.0 

- 61.8 

- 60.6 

- 1.3 

- 59.2 

- 58.0 

- 56.8 

- 55.6 

- 1.2 

- 54.2 

- 53.0 

- 51.8 

- 50.6 

- 1.1 

- 49.2 

- 48.0 

- 46.8 

- 45.6 

- 1.0 

- 44.2 

- 43.0 

- 41.8 

- 40.6 

- 0.9 

- 39.2 

- 38.0 

- 36.8 

- 35.6 

- 0.8 

- 34.2 

- 33.0 

- 31.8 

- 30.6 

- 0.7 

- 29.2 

- 28.0 

- 26.8 

- 25.6 

- 0.6 

- 24.2 

- 23.0 

- 21.8 

- 20.6 

- 0.5 

- 19.2 

- 18.0 

- 16.8 

- 15.6 

- 0.4 

-14.2 

-13.0 

-11.8 

-10.6 

- 0.3 

- 16.2 

- 15.0 

- 13.8 

- 12.6 

- 0.2 

- 18.2 

- 17.0 

- 15.8 

- 14.6 

- 0.1 

- 20.2 

- 19.0 

- 17.8 

- 16.6 

0.0 

- 22.2 

- 21.0 

- 19.8 

- 18.6 

0.1 

- 23.2 

- 22.0 

- 20.8 

- 19.6 

0.2 

- 24.2 

- 23.0 

- 21.8 

- 20.6 

0.3 

- 25.2 

- 24.0 

- 22.8 

- 21.6 

0.4 

- 26.2 

- 25.0 

- 23.8 

- 22.6 

0.5 

- 27.2 

- 26.0 

- 24.8 

- 23.6 

0.6 

- 28.2 

- 27.0 

- 25.8 

- 24.6 

0.7 

- 29.2 

- 28.0 

- 26.8 

- 25.6 

0.8 

- 30.2 

- 29.0 

- 27.8 

- 26.6 

0.9 

- 31.2 

- 30.0 

- 28.8 

- 27.6 

1.0 

- 32.2 

- 31.0 

- 29.8 

- 28.6 

1.1 

- 33.2 

- 32.0 

- 30.8 

- 29.6 

1.2 

- 34.2 

- 33.0 

- 31.8 

- 30.6 

1.3 

- 35.2 

- 34.0 

- 32.8 

- 31.6 

1.4 

- 36.2 

- 35.0 

- 33.8 

- 32.6 

1.5 

- 37.2 

- 36.0 

- 34.8 

- 33.6 

1.6 

- 38.2 

- 37.0 

- 35.8 

- 34.6 

1.7 

- 39.2 

- 38.0 

- 36.8 

- 35.6 

1.8 

- 40.2 

- 39.0 

- 37.8 

- 36.6 

1.9 

- 41.2 

- 40.0 

- 38.8 

- 37.6 

2.0 

- 42.2 

- 41.0 

- 39.8 

- 38.6 

3.6 

- 58.2 

- 57.0 

- 55.8 

- 54.6 

OASPLq sh-UOLo.sh 

- 8.8 

- 7.6 

- 6.4 

- 5.2 


NASA / TM — 2009-2 15524 


40 

50 

60 

70 

80 

90 

- 169.4 

- 168.2 

- 166.0 

- 165.3 

- 159.8 

- 159.6 

- 99.4 

- 98.2 

- 96.0 

- 95.3 

- 89.8 

- 89.6 

- 94.4 

- 93.2 

- 91.0 

- 90.3 

- 84.8 

- 84.6 

- 89.4 

- 88.2 

- 86.0 

- 85.3 

- 79.8 

- 79.6 

- 84.4 

- 83.2 

- 81.0 

- 80.3 

- 74.8 

- 74.6 

- 79.4 

- 78.2 

- 76.0 

- 75.3 

- 69.8 

- 69.6 

- 74.4 

- 73.2 

- 71.0 

- 70.3 

- 64.8 

- 64.6 

- 69.4 

- 68.2 

- 66.0 

- 65.3 

- 59.8 

- 59.6 

- 64.4 

- 63.2 

- 61.0 

- 60.3 

- 54.8 

- 54.6 

- 59.4 

- 58.2 

- 56.0 

- 55.3 

- 49.8 

- 49.6 

- 54.4 

- 53.2 

- 51.0 

- 50.3 

- 44.8 

- 44.6 

- 49.4 

- 48.2 

- 46.0 

- 45.3 

- 39.8 

- 39.6 

- 44.4 

- 43.2 

- 41.0 

- 40.3 

- 34.8 

- 34.6 

- 39.4 

- 38.2 

- 36.0 

- 35.3 

- 29.8 

- 29.6 

- 34.4 

- 33.2 

- 31.0 

- 30.3 

- 24.8 

- 24.6 

- 29.4 

- 28.2 

- 26.0 

- 25.3 

- 19.8 

- 19.6 

- 24.4 

- 23.2 

- 21.0 

- 20.3 

- 14.8 

- 14.6 

- 19.4 

- 18.2 

- 16.0 

- 15.3 

- 9.8 

- 9.6 

- 14.4 

- 13.2 

- 11.0 

- 10.3 

-7.3 

-7.6 

-9.4 

-8.2 

-7.0 

-7.3 

- 9.3 

- 8.6 

- 11.4 

- 10.2 

- 9.0 

- 9.3 

- 10.3 

- 9.6 

- 13.4 

- 12.2 

- 11.0 

- 10.3 

- 11.3 

- 10.6 

- 15.4 

- 14.2 

- 12.0 

- 11.3 

- 12.3 

- 11.6 

- 16.4 

- 15.2 

- 13.0 

- 12.3 

- 13.3 

- 12.6 

- 17.4 

- 16.2 

- 14.0 

- 13.3 

- 14.3 

- 13.6 

- 18.4 

- 17.2 

- 15.0 

- 14.3 

- 15.3 

- 14.6 

- 19.4 

- 18.2 

- 16.0 

- 15.3 

- 16.3 

- 15.6 

- 20.4 

- 19.2 

- 17.0 

- 16.3 

- 17.3 

- 16.6 

- 21.4 

- 20.2 

- 18.0 

- 17.3 

- 18.3 

- 17.6 

- 22.4 

- 21.2 

- 19.0 

- 18.3 

- 19.3 

- 18.6 

- 23.4 

- 22.2 

- 20.0 

- 19.3 

- 20.3 

- 19.6 

- 24.4 

- 23.2 

- 21.0 

- 20.3 

- 21.3 

- 20.6 

- 25.4 

- 24.2 

- 22.0 

- 21.3 

- 22.3 

- 21.6 

- 26.4 

- 25.2 

- 23.0 

- 22.3 

- 23.3 

- 22.6 

- 27.4 

- 26.2 

- 24.0 

- 23.3 

- 24.3 

- 23.6 

- 28.4 

- 27.2 

- 25.0 

- 24.3 

- 25.3 

- 24.6 

- 29.4 

- 28.2 

- 26.0 

- 25.3 

- 26.3 

- 25.6 

- 30.4 

- 29.2 

- 27.0 

- 26.3 

- 27.3 

- 26.6 

- 31.4 

- 30.2 

- 28.0 

- 27.3 

- 28.3 

- 27.6 

- 32.4 

- 31.2 

- 29.0 

- 28.3 

- 29.3 

- 28.6 

- 33.4 

- 32.2 

- 30.0 

- 29.3 

- 30.3 

- 29.6 

- 34.4 

- 33.2 

- 31.0 

- 30.3 

- 31.3 

- 30.6 

- 35.4 

- 34.2 

- 32.0 

- 31.3 

- 32.3 

- 31.6 

- 36.4 

- 35.2 

- 33.0 

- 32.3 

- 33.3 

- 32.6 

- 52.4 

- 51.2 

- 49.0 

- 48.3 

- 49.3 

- 48.6 

- 3.7 

- 2.5 

- 0.8 

- 0.5 

- 0.4 

0.0 
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Table V (Concluded) - Spectral Directivity Relations for Plug/Downstream Shock Noise 
(b) Corrected Directivity Angie, 0 D . S h,cor» 100 to 180 deg 

Frequency Normalized sound pressure level, SPL Dsh - UOL Dsh , dB vs. corrected directivity angle 


parameter Corrected directivity angle, 0 Dshcor , deg 


log Sn .h 

100 

110 

120 

130 

140 

150 

160 

170 

180 

- 3.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 159.6 

- 2.2 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 2.1 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 2.0 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 1.9 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 1.8 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 1.7 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 1.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 1.5 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 1.4 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 1.3 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 1.2 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 1.1 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 1.0 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 0.9 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 0.8 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 0.7 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 0.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 0.5 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

- 0.4 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 0.3 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 0.2 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 0.1 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

0.0 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

0.1 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

0.2 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

0.3 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

0.4 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

0.5 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

0.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

0.7 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

0.8 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

0.9 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

1.0 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

1.1 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

1.2 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

1.3 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

1.4 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

1.5 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

1.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

1.7 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

1.8 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

- 30.6 

1.9 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

- 31.6 

2.0 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

- 32.6 

3.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

- 48.6 

OASPL Dsh -UOL Dsh 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 
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Table VI - Spectral Directivity Relations for Outer Stream Shock Noise 
(a) Corrected Directivity Angle, 0 o . S h,con 0 to 90 deg 

Frequency Normalized sound pressure level, SPL 0sh - UOL 0 ,sh, dB vs. corrected directivity angle 

parameter Corrected directivity angle, 0 Os hcor> deg 


! og _ s 0 ,sh 

0 

10 

20 

30 

- 3.6 

- 186.6 

- 184.6 

- 182.6 

- 180.6 

- 2.2 

- 116.6 

- 114.6 

- 112.6 

- 110.6 

- 2.1 

- 111.6 

- 109.6 

- 107.6 

- 105.6 

- 2.0 

- 106.6 

- 104.6 

- 102.6 

- 100.6 

- 1.9 

- 101.6 

- 99.6 

- 97.6 

- 95.6 

- 1.8 

- 96.6 

- 94.6 

- 92.6 

- 90.6 

- 1.7 

- 91.6 

- 89.6 

- 87.6 

- 85.6 

- 1.6 

- 86.6 

- 84.6 

- 82.6 

- 80.6 

- 1.5 

- 81.6 

- 79.6 

- 77.6 

- 75.6 

- 1.4 

- 76.6 

- 74.6 

- 72.6 

- 70.6 

- 1.3 

- 71.6 

- 69.6 

- 67.6 

- 65.6 

- 1.2 

- 66.6 

- 64.6 

- 62.6 

- 60.6 

- 1.1 

- 61.6 

- 59.6 

- 57.6 

- 55.6 

- 1.0 

- 56.6 

- 54.6 

- 52.6 

- 50.6 

- 0.9 

- 51.6 

- 49.6 

- 47.6 

- 45.6 

- 0.8 

- 46.6 

- 44.6 

- 42.6 

- 40.6 

- 0.7 

- 41.6 

- 39.6 

- 37.6 

- 35.6 

- 0.6 

- 36.6 

- 34.6 

- 32.6 

- 30.6 

- 0.5 

- 31.6 

- 29.6 

- 27.6 

- 25.6 

- 0.4 

- 26.6 

- 24.6 

- 22.6 

- 20.6 

- 0.3 

- 21.6 

- 19.6 

- 17.6 

- 15.6 

- 0.2 

-19.6 

-17.6 

-15.6 

-13.6 

- 0.1 

- 20.6 

- 18.6 

- 16.6 

- 14.6 

0.0 

- 21.6 

- 19.6 

- 17.6 

- 15.6 

0.1 

- 22.6 

- 20.6 

- 18.6 

- 16.6 

0.2 

- 23.6 

- 21.6 

- 19.6 

- 17.6 

0.3 

- 24.6 

- 22.6 

- 20.6 

- 18.6 

0.4 

- 25.6 

- 23.6 

- 21.6 

- 19.6 

0.5 

- 26.6 

- 24.6 

- 22.6 

- 20.6 

0.6 

- 27.6 

- 25.6 

- 23.6 

- 21.6 

0.7 

- 28.6 

- 26.6 

- 24.6 

- 22.6 

0.8 

- 29.6 

- 27.6 

- 25.6 

- 23.6 

0.9 

- 30.6 

- 28.6 

- 26.6 

- 24.6 

1.0 

- 31.6 

- 29.6 

- 27.6 

- 25.6 

1.1 

- 32.6 

- 30.6 

- 28.6 

- 26.6 

1.2 

- 33.6 

- 31.6 

- 29.6 

- 27.6 

1.3 

- 34.6 

- 32.6 

- 30.6 

- 28.6 

1.4 

- 35.6 

- 33.6 

- 31.6 

- 29.6 

1.5 

- 36.6 

- 34.6 

- 32.6 

- 30.6 

1.6 

- 37.6 

- 35.6 

- 33.6 

- 31.6 

1.7 

- 38.6 

- 36.6 

- 34.6 

- 32.6 

1.8 

- 39.6 

- 37.6 

- 35.6 

- 33.6 

1.9 

- 40.6 

- 38.6 

- 36.6 

- 34.6 

2.0 

- 41.6 

- 39.6 

- 37.6 

- 35.6 

3.6 

- 57.6 

- 55.6 

- 53.6 

- 51.6 

OAS P Lo,sh"U OLo.sh 

- 12.0 

- 10.0 

- 8.0 

- 6.0 
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40 

50 

60 

70 

80 

90 

- 178.6 

- 176.6 

- 174.6 

- 174.6 

- 174.6 

- 174.6 

- 108.6 

- 106.6 

- 104.6 

- 104.6 

- 104.6 

- 104.6 

- 103.6 

- 101.6 

- 99.6 

- 99.6 

- 99.6 

- 99.6 

- 98.6 

- 96.6 

- 94.6 

- 94.6 

- 94.6 

- 94.6 

- 93.6 

- 91.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 88.6 

- 86.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 83.6 

- 81.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 78.6 

- 76.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 73.6 

- 71.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 68.6 

- 66.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 63.6 

- 61.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 58.6 

- 56.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 53.6 

- 51.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 48.6 

- 46.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 43.6 

- 41.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 38.6 

- 36.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 33.6 

- 31.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 28.6 

- 26.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 23.6 

- 21.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 18.6 

- 16.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 13.6 

- 11.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

-11.6 

-9.6 

-7.6 

-7.6 

-7.6 

-7.6 

- 12.6 

- 10.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 13.6 

- 11.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 14.6 

- 12.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 15.6 

- 13.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 16.6 

- 14.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 17.6 

- 15.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 18.6 

- 16.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 19.6 

- 17.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 20.6 

- 18.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 21.6 

- 19.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 22.6 

- 20.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 23.6 

- 21.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 24.6 

- 22.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 25.6 

- 23.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 26.6 

- 24.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 27.6 

- 25.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 28.6 

- 26.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 29.6 

- 27.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 30.6 

- 28.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 31.6 

- 29.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 32.6 

- 30.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 33.6 

- 31.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 49.6 

- 47.6 

- 45.6 

- 45.6 

- 45.6 

- 45.6 

- 4.0 

- 2.0 

0.0 

0.0 

0.0 

0.0 
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Table VI (Concluded) - Spectral Directivity Relations for Outer Stream Shock Noise 
(b) Corrected Directivity Angie, 0 o . S h,cor» 100 to 180 deg 

Frequency Normalized sound pressure level, SPL osh - UOL 0iSh , dB vs. corrected directivity angle 


parameter Corrected directivity angle, 9 0 , S h,cor. deg 


log s 0 ,sh 

100 

110 

120 

130 

140 

150 

160 

170 

180 

- 3.6 

- 174.6 

- 174.6 

- 174.6 

- 174.6 

- 179.6 

- 179.6 

- 179.6 

- 179.6 

- 179.6 

- 2.2 

- 104.6 

- 104.6 

- 104.6 

- 104.6 

- 109.6 

- 109.6 

- 109.6 

- 109.6 

- 109.6 

- 2.1 

- 99.6 

- 99.6 

- 99.6 

- 99.6 

- 104.6 

- 104.6 

- 104.6 

- 104.6 

- 104.6 

- 2.0 

- 94.6 

- 94.6 

- 94.6 

- 94.6 

- 99.6 

- 99.6 

- 99.6 

- 99.6 

- 99.6 

- 1.9 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 94.6 

- 94.6 

- 94.6 

- 94.6 

- 94.6 

- 1.8 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 89.6 

- 1.7 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 84.6 

- 1.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 79.6 

- 1.5 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 74.6 

- 1.4 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 69.6 

- 1.3 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 64.6 

- 1.2 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 59.6 

- 1.1 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 54.6 

- 1.0 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 49.6 

- 0.9 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 0.8 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 39.6 

- 0.7 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 34.6 

- 0.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 0.5 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 0.4 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 0.3 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 0.2 

-7.6 

-7.6 

-7.6 

-7.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 0.1 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

-7.6 

-7.6 

-7.6 

-7.6 

-7.6 

0.0 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

- 8.6 

0.1 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

- 9.6 

0.2 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

- 10.6 

0.3 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

- 11.6 

0.4 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

- 12.6 

0.5 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

- 13.6 

0.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

- 14.6 

0.7 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

- 15.6 

0.8 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

- 16.6 

0.9 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

- 17.6 

1.0 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

- 18.6 

1.1 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

- 19.6 

1.2 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

- 20.6 

1.3 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

- 21.6 

1.4 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

- 22.6 

1.5 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

- 23.6 

1.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

- 24.6 

1.7 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

- 25.6 

1.8 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

- 26.6 

1.9 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

- 27.6 

2.0 

- 29.6 

- 29.6 

- 29.6 

- 29.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

- 28.6 

3.6 

- 45.6 

- 45.6 

- 45.6 

- 45.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

- 44.6 

OASPL 0sh -UOL 0sh 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 


NASA / TM — 2009-2 15524 


44 



Table VII - Spectral Directivity Relations for Inner Stream Shock Noise 
(a) Corrected Directivity Angle, 0 Lshcor , 0 to 90 deg 

Frequency Normalized sound pressure level, SPL, sh - UOL lsh , dB vs. corrected directivity angle 

parameter Corrected directivity angle, 0, sh cor , deg 


log S , , h 

0 

10 

20 

30 

- 3.6 

- 181.0 

- 181.0 

- 181.0 

- 181.0 

- 2.2 

- 111.0 

- 111.0 

- 111.0 

- 111.0 

- 2.1 

- 106.0 

- 106.0 

- 106.0 

- 106.0 

- 2.0 

- 101.0 

- 101.0 

- 101.0 

- 101.0 

- 1.9 

- 96.0 

- 96.0 

- 96.0 

- 96.0 

- 1.8 

- 91.0 

- 91.0 

- 91.0 

- 91.0 

- 1.7 

- 86.0 

- 86.0 

- 86.0 

- 86.0 

- 1.6 

- 81.0 

- 81.0 

- 81.0 

- 81.0 

- 1.5 

- 76.0 

- 76.0 

- 76.0 

- 76.0 

- 1.4 

- 71.0 

- 71.0 

- 71.0 

- 71.0 

- 1.3 

- 66.0 

- 66.0 

- 66.0 

- 66.0 

- 1.2 

- 61.0 

- 61.0 

- 61.0 

- 61.0 

- 1.1 

- 56.0 

- 56.0 

- 56.0 

- 56.0 

- 1.0 

- 51.0 

- 51.0 

- 51.0 

- 51.0 

- 0.9 

- 46.0 

- 46.0 

- 46.0 

- 46.0 

- 0.8 

- 41.0 

- 41.0 

- 41.0 

- 41.0 

- 0.7 

- 36.0 

- 36.0 

- 36.0 

- 36.0 

- 0.6 

- 31.0 

- 31.0 

- 31.0 

- 31.0 

- 0.5 

- 26.0 

- 26.0 

- 26.0 

- 26.0 

- 0.4 

- 21.0 

- 21.0 

- 21.0 

- 21.0 

- 0.3 

- 16.0 

- 16.0 

- 16.0 

- 16.0 

- 0.2 

- 11.0 

- 11.0 

- 11.0 

- 11.0 

- 0.1 

- 6.0 

- 6.0 

- 6.0 

- 6.0 

0.0 

-4.0 

-4.0 

-4.0 

-4.0 

0.1 

- 5.5 

-5.5 

-5.5 

-5.5 

0.2 

- 7.5 

- 7.5 

- 7.5 

- 7.5 

0.3 

- 9.5 

- 9.5 

- 9.5 

- 9.5 

0.4 

- 11.5 

- 11.5 

- 11.5 

- 11.5 

0.5 

- 13.5 

- 13.5 

- 13.5 

- 13.5 

0.6 

- 15.5 

- 15.5 

- 15.5 

- 15.5 

0.7 

- 17.5 

- 17.5 

- 17.5 

- 17.5 

0.8 

- 19.5 

- 19.5 

- 19.5 

- 19.5 

0.9 

- 21.5 

- 21.5 

- 21.5 

- 21.5 

1.0 

- 23.5 

- 23.5 

- 23.5 

- 23.5 

1.1 

- 25.5 

- 25.5 

- 25.5 

- 25.5 

1.2 

- 27.5 

- 27.5 

- 27.5 

- 27.5 

1.3 

- 29.5 

- 29.5 

- 29.5 

- 29.5 

1.4 

- 31.5 

- 31.5 

- 31.5 

- 31.5 

1.5 

- 33.5 

- 33.5 

- 33.5 

- 33.5 

1.6 

- 35.5 

- 35.5 

- 35.5 

- 35.5 

1.7 

- 37.5 

- 37.5 

- 37.5 

- 37.5 

1.8 

- 39.5 

- 39.5 

- 39.5 

- 39.5 

1.9 

- 41.5 

- 41.5 

- 41.5 

- 41.5 

2.0 

- 43.5 

- 43.5 

- 43.5 

- 43.5 

3.6 

- 71.5 

- 71.5 

- 71.5 

- 71.5 

OASPL lsh -UOL lsh 

1.8 

1.8 

1.8 

1.8 
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40 

50 

60 

70 

80 

90 

- 181.0 

- 181.5 

- 182.0 

- 182.5 

- 178.0 

- 178.4 

- 111.0 

- 111.5 

- 112.0 

- 112.5 

- 108.0 

- 108.4 

- 106.0 

- 106.5 

- 107.0 

- 107.5 

- 103.0 

- 103.4 

- 101.0 

- 101.5 

- 102.0 

- 102.5 

- 98.0 

- 98.4 

- 96.0 

- 96.5 

- 97.0 

- 97.5 

- 93.0 

- 93.4 

- 91.0 

- 91.5 

- 92.0 

- 92.5 

- 88.0 

- 88.4 

- 86.0 

- 86.5 

- 87.0 

- 87.5 

- 83.0 

- 83.4 

- 81.0 

- 81.5 

- 82.0 

- 82.5 

- 78.0 

- 78.4 

- 76.0 

- 76.5 

- 77.0 

- 77.5 

- 73.0 

- 73.4 

- 71.0 

- 71.5 

- 72.0 

- 72.5 

- 68.0 

- 68.4 

- 66.0 

- 66.5 

- 67.0 

- 67.5 

- 63.0 

- 63.4 

- 61.0 

- 61.5 

- 62.0 

- 62.5 

- 58.0 

- 58.4 

- 56.0 

- 56.5 

- 57.0 

- 57.5 

- 53.0 

- 53.4 

- 51.0 

- 51.5 

- 52.0 

- 52.5 

- 48.0 

- 48.4 

- 46.0 

- 46.5 

- 47.0 

- 47.5 

- 43.0 

- 43.4 

- 41.0 

- 41.5 

- 42.0 

- 42.5 

- 38.0 

- 38.4 

- 36.0 

- 36.5 

- 37.0 

- 37.5 

- 33.0 

- 33.4 

- 31.0 

- 31.5 

- 32.0 

- 32.5 

- 28.0 

- 28.4 

- 26.0 

- 26.5 

- 27.0 

- 27.5 

- 23.0 

- 23.4 

- 21.0 

- 21.5 

- 22.0 

- 22.5 

- 18.0 

- 18.4 

- 16.0 

- 16.5 

- 17.0 

- 17.5 

- 13.0 

- 13.4 

- 11.0 

- 11.5 

- 12.0 

- 12.5 

- 8.0 

- 8.4 

- 6.0 

- 6.5 

- 7.0 

- 7.5 

-6.0 

-6.4 

-4.0 

-4.5 

-5.0 

-5.5 

- 7.5 

- 7.9 

- 5.5 

- 6.0 

- 6.5 

- 7.0 

- 9.5 

- 9.4 

- 7.5 

- 8.0 

- 8.5 

- 9.0 

- 11.5 

- 10.9 

- 9.5 

- 10.0 

- 10.5 

- 11.0 

- 13.5 

- 12.4 

- 11.5 

- 12.0 

- 12.5 

- 13.0 

- 15.5 

- 13.9 

- 13.5 

- 14.0 

- 14.5 

- 15.0 

- 17.5 

- 15.4 

- 15.5 

- 16.0 

- 16.5 

- 17.0 

- 19.5 

- 16.9 

- 17.5 

- 18.0 

- 18.5 

- 19.0 

- 21.5 

- 18.4 

- 19.5 

- 20.0 

- 20.5 

- 21.0 

- 23.5 

- 19.9 

- 21.5 

- 22.0 

- 22.5 

- 23.0 

- 25.5 

- 21.4 

- 23.5 

- 24.0 

- 24.5 

- 25.0 

- 27.5 

- 22.9 

- 25.5 

- 26.0 

- 26.5 

- 27.0 

- 29.5 

- 24.4 

- 27.5 

- 28.0 

- 28.5 

- 29.0 

- 31.5 

- 25.9 

- 29.5 

- 30.0 

- 30.5 

- 31.0 

- 33.5 

- 27.4 

- 31.5 

- 32.0 

- 32.5 

- 33.0 

- 35.5 

- 28.9 

- 33.5 

- 34.0 

- 34.5 

- 35.0 

- 37.5 

- 30.4 

- 35.5 

- 36.0 

- 36.5 

- 37.0 

- 39.5 

- 31.9 

- 37.5 

- 38.0 

- 38.5 

- 39.0 

- 41.5 

- 33.4 

- 39.5 

- 40.0 

- 40.5 

- 41.0 

- 43.5 

- 34.9 

- 41.5 

- 42.0 

- 42.5 

- 43.0 

- 45.5 

- 36.4 

- 43.5 

- 44.0 

- 44.5 

- 45.0 

- 47.5 

- 37.9 

- 71.5 

- 72.0 

- 72.5 

- 73.0 

- 75.5 

- 65.9 

1.8 

1.3 

0.8 

0.3 

- 0.2 

0.0 
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Table VII (Concluded) - Spectral Directivity Relations for Inner Stream Shock Noise 
(b) Corrected Directivity Angle, 0| Shcor , 100 to 180 deg 

Frequency Normalized sound pressure level, SPL| Sh -UOL| sh , dB vs. corrected directivity angle 


parameter Corrected directivity angle, 0| shcor , deg 


log s, iSh 

100 

110 

120 

130 

140 

150 

160 

170 

180 

- 3.6 

- 178.6 

- 178.8 

- 179.0 

- 179.2 

- 179.4 

- 179.6 

- 179.8 

- 180.0 

- 180.2 

- 2.2 

- 108.6 

- 108.8 

-109.0 

- 109.2 

- 109.4 

- 109.6 

- 109.8 

- 110.0 

- 110.2 

- 2.1 

- 103.6 

- 103.8 

- 104.0 

- 104.2 

- 104.4 

- 104.6 

- 104.8 

- 105.0 

-105.2 

- 2.0 

- 98.6 

- 98.8 

- 99.0 

- 99.2 

- 99.4 

- 99.6 

- 99.8 

- 100.0 

- 100.2 

- 1.9 

- 93.6 

- 93.8 

- 94.0 

- 94.2 

- 94.4 

- 94.6 

- 94.8 

- 95.0 

- 95.2 

- 1.8 

- 88.6 

- 88.8 

- 89.0 

- 89.2 

- 89.4 

- 89.6 

- 89.8 

- 90.0 

- 90.2 

- 1.7 

- 83.6 

- 83.8 

- 84.0 

- 84.2 

- 84.4 

- 84.6 

- 84.8 

- 85.0 

- 85.2 

- 1.6 

- 78.6 

- 78.8 

- 79.0 

- 79.2 

- 79.4 

- 79.6 

- 79.8 

- 80.0 

- 80.2 

- 1.5 

- 73.6 

- 73.8 

- 74.0 

- 74.2 

- 74.4 

- 74.6 

- 74.8 

- 75.0 

- 75.2 

- 1.4 

- 68.6 

- 68.8 

- 69.0 

- 69.2 

- 69.4 

- 69.6 

- 69.8 

- 70.0 

- 70.2 

- 1.3 

- 63.6 

- 63.8 

- 64.0 

- 64.2 

- 64.4 

- 64.6 

- 64.8 

- 65.0 

- 65.2 

- 1.2 

- 58.6 

- 58.8 

- 59.0 

- 59.2 

- 59.4 

- 59.6 

- 59.8 

- 60.0 

- 60.2 

- 1.1 

- 53.6 

- 53.8 

- 54.0 

- 54.2 

- 54.4 

- 54.6 

- 54.8 

- 55.0 

- 55.2 

- 1.0 

- 48.6 

- 48.8 

- 49.0 

- 49.2 

- 49.4 

- 49.6 

- 49.8 

- 50.0 

- 50.2 

- 0.9 

- 43.6 

- 43.8 

- 44.0 

- 44.2 

-44.4 

- 44.6 

- 44.8 

- 45.0 

- 45.2 

- 0.8 

- 38.6 

- 38.8 

- 39.0 

- 39.2 

- 39.4 

- 39.6 

- 39.8 

- 40.0 

- 40.2 

- 0.7 

- 33.6 

- 33.8 

- 34.0 

- 34.2 

- 34.4 

- 34.6 

- 34.8 

- 35.0 

- 35.2 

- 0.6 

- 28.6 

- 28.8 

- 29.0 

- 29.2 

- 29.4 

- 29.6 

- 29.8 

- 30.0 

- 30.2 

- 0.5 

- 23.6 

- 23.8 

- 24.0 

- 24.2 

- 24.4 

- 24.6 

- 24.8 

- 25.0 

- 25.2 

- 0.4 

- 18.6 

- 18.8 

- 19.0 

- 19.2 

- 19.4 

- 19.6 

- 19.8 

- 20.0 

- 20.2 

- 0.3 

- 13.6 

- 13.8 

- 14.0 

- 14.2 

- 14.4 

- 14.6 

- 14.8 

- 15.0 

- 15.2 

- 0.2 

- 8.6 

- 8.8 

- 9.0 

- 9.2 

- 9.4 

- 9.6 

- 9.8 

- 10.0 

- 10.2 

- 0.1 

-6.6 

-6.8 

-7.0 

-7.2 

-7.4 

-7.6 

-7.8 

-8.0 

-8.2 

0.0 

- 8.1 

- 8.3 

- 8.5 

- 8.7 

- 8.9 

- 9.1 

- 9.3 

- 9.5 

- 9.7 

0.1 

- 9.6 

- 9.8 

- 10.0 

- 10.2 

- 10.4 

- 10.6 

- 10.8 

- 11.0 

- 11.2 

0.2 

- 11.1 

- 11.3 

- 11.5 

- 11.7 

- 11.9 

- 12.1 

- 12.3 

- 12.5 

- 12.7 

0.3 

- 12.6 

- 12.8 

- 13.0 

- 13.2 

- 13.4 

- 13.6 

- 13.8 

- 14.0 

- 14.2 

0.4 

- 14.1 

- 14.3 

- 14.5 

- 14.7 

- 14.9 

- 15.1 

- 15.3 

- 15.5 

- 15.7 

0.5 

- 15.6 

- 15.8 

- 16.0 

- 16.2 

- 16.4 

- 16.6 

- 16.8 

- 17.0 

- 17.2 

0.6 

- 17.1 

- 17.3 

- 17.5 

- 17.7 

- 17.9 

- 18.1 

- 18.3 

- 18.5 

- 18.7 

0.7 

- 18.6 

- 18.8 

- 19.0 

- 19.2 

- 19.4 

- 19.6 

- 19.8 

- 20.0 

- 20.2 

0.8 

- 20.1 

- 20.3 

- 20.5 

- 20.7 

- 20.9 

- 21.1 

- 21.3 

- 21.5 

- 21.7 

0.9 

- 21.6 

- 21.8 

- 22.0 

- 22.2 

- 22.4 

- 22.6 

- 22.8 

- 23.0 

- 23.2 

1.0 

- 23.1 

- 23.3 

- 23.5 

- 23.7 

- 23.9 

- 24.1 

- 24.3 

- 24.5 

- 24.7 

1.1 

- 24.6 

- 24.8 

- 25.0 

- 25.2 

- 25.4 

- 25.6 

- 25.8 

- 26.0 

- 26.2 

1.2 

- 26.1 

- 26.3 

- 26.5 

- 26.7 

- 26.9 

- 27.1 

- 27.3 

- 27.5 

- 27.7 

1.3 

- 27.6 

- 27.8 

- 28.0 

- 28.2 

- 28.4 

- 28.6 

- 28.8 

- 29.0 

- 29.2 

1.4 

- 29.1 

- 29.3 

- 29.5 

- 29.7 

- 29.9 

- 30.1 

- 30.3 

- 30.5 

- 30.7 

1.5 

- 30.6 

- 30.8 

- 31.0 

- 31.2 

- 31.4 

- 31.6 

- 31.8 

- 32.0 

- 32.2 

1.6 

- 32.1 

- 32.3 

- 32.5 

- 32.7 

- 32.9 

- 33.1 

-33.3 

- 33.5 

- 33.7 

1.7 

- 33.6 

- 33.8 

- 34.0 

- 34.2 

- 34.4 

- 34.6 

- 34.8 

- 35.0 

- 35.2 

1.8 

- 35.1 

- 35.3 

- 35.5 

- 35.7 

- 35.9 

- 36.1 

- 36.3 

- 36.5 

- 36.7 

1.9 

- 36.6 

- 36.8 

- 37.0 

- 37.2 

- 37.4 

- 37.6 

- 37.8 

- 38.0 

- 38.2 

2.0 

- 38.1 

- 38.3 

- 38.5 

- 38.7 

- 38.9 

- 39.1 

- 39.3 

- 39.5 

- 39.7 

3.6 

- 66.1 

- 66.3 

- 66.5 

- 66.7 

- 66.9 

- 67.1 

- 67.3 

- 67.5 

- 67.7 

OASPL, sh -UOL, sh 

- 0.2 

- 0.4 

- 0.6 

- 0.8 

- 1.0 

- 1.2 

- 1.4 

- 1.6 

- 1.8 
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Table VIII - Statistical Summary 


Errors (experimental minus predicted) using predicted coefficients 


Nozzle/Pluc 

I Suppression 

BPR 

Mj 

VoM 

\/ lr 

V miy/ vamh 

AlOASPLl 


eIOASPLI 

e/AII ft 

(a) LaRC data, M f = 0.10 









Internal 

None 

5.0 

0.10 

0.81 

0.814 

0.4 

0.0 

0.9 

1.7 

Internal 

None 

5.1 

0.10 

0.69 

0.965 

0.3 

-0.4 

0.7 

1.9 

Internal 

None 

9.0 

0.10 

0.95 

0.677 

0.7 

0.7 

1.9 

2.0 

Internal 

None 

8.0 

0.10 

0.78 

0.841 

-0.3 

-0.2 

1.2 

2.0 

Internal 

None 

10.4 

0.10 

0.79 

0.592 

2.4 

1.5 

3.1 

2.4 

Internal 

None 

13.1 

0.10 

0.90 

0.800 

-0.4 

-0.1 

1.8 

1.9 

Internal 

None 

14.4 

0.10 

0.81 

0.635 

1.0 

0.7 

2.5 

2.3 

External 

None 

9.1 

0.10 

0.93 

0.672 

0.3 

0.3 

1.4 

1.9 

External 

None 

8.0 

0.10 

0.78 

0.828 

-0.1 

-0.1 

0.8 

1.7 

External 

None 

4.8 

0.10 

0.81 

0.835 

-0.2 

-0.5 

0.9 

2.0 

External 

None 

4.9 

0.10 

0.72 

0.989 

-0.3 

-0.7 

0.7 

2.3 

Internal 

8 Core Petals 

5.1 

0.10 

0.80 

0.812 

1.2 

0.6 

1.4 

2.2 

Internal 

8 Core Petals 

5.1 

0.10 

0.69 

0.973 

0.9 

0.3 

1.0 

2.1 



Average for LaRC, 

M f = 0.10: 

0.4 

0.2 

1.4 

2.0 

(b) LaRC data, M f = 0.20 









Internal 

None 

4.8 

0.20 

0.81 

0.808 

2.5 

1.7 

2.3 

2.1 

Internal 

None 

4.7 

0.20 

0.72 

0.978 

1.3 

1.0 

1.5 

2.0 

Internal 

None 

9.1 

0.20 

0.98 

0.649 


3.0 


3.8 

Internal 

None 

8.1 

0.20 

0.78 

0.808 

1.5 

1.3 

1.7 

1.9 

External 

None 

9.1 

0.20 

0.98 

0.648 

1.4 

2.7 

1.6 

3.6 

External 

None 

8.1 

0.20 

0.79 

0.811 

1.3 

1.0 

1.5 

2.7 

External 

None 

4.9 

0.20 

0.79 

0.790 

2.0 

1.6 

2.1 

2.7 

External 

None 

4.7 

0.20 

0.72 

0.972 

0.8 

0.5 

1.2 

2.2 

Internal 

8 Core Petals 

4.9 

0.20 

0.79 

0.790 

5.1 

3.5 

4.7 

4.1 

Internal 

8 Core Petals 

4.8 

0.20 

0.70 

0.954 

2.2 

1.5 

2.2 

2.3 



Average for LaRC, 

M f = 0.20: 

2.0 

1.8 

2.1 

2.7 

(c) GE/GRC 

Configuration 7BB, M f = 

0.00 - 

0.28 






External 

None 

14.9 

0.20 

0.84 

0.591 

1.0 

0.7 

2.0 

3.9 

External 

None 

13.3 

0.20 

0.74 

0.654 

-0.8 

-0.6 

1.2 

2.0 

External 

None 

13.1 

0.20 

0.71 

0.707 

-1.4 

-1.3 

1.6 

2.1 

External 

None 

12.9 

0.20 

0.69 

0.760 

-1.7 

-1.6 

1.8 

2.2 

External 

None 

12.3 

0.20 

0.65 

0.801 

-1.6 

-1.5 

1.7 

2.2 

External 

None 

13.3 

0.28 

0.70 

0.769 

-1.7 

-1.4 

2.0 

2.6 

External 

None 

13.3 

0.00 

0.70 

0.766 

-1.2 

-1.6 

1.3 

1.9 


Average for Conf. 7BB, M f = 

0.00-0.28: 

-1.1 

-1.0 

1.6 

2.4 

(d) GE/GRC 

Configuration 5BB, M f = 

0.00 







External 

None 

7.6 

0.00 

0.80 

0.712 

0.0 

-0.1 

0.7 

1.4 

External 

None 

7.3 

0.00 

0.73 

0.804 

0.4 

-0.3 

0.5 

1.3 

External 

None 

6.9 

0.00 

0.69 

0.870 

0.9 

0.2 

1.1 

1.5 

External 

None 

6.6 

0.00 

0.62 

0.949 

1.2 

0.2 

1.4 

1.9 



Average for Conf. 5BB, 

M f = 0.00: 

0.6 

0.0 

0.9 

1.5 

(e) GE/GRC 

Configuration 5BB, M f = 

0.20 







External 

None 

7.9 

0.20 

0.82 

0.709 

-0.9 

-0.4 

1.2 

2.0 

External 

None 

9.5 

0.20 

0.97 

0.709 

-1.2 

-0.4 

2.0 

2.6 



Average for Conf. 5BB, 

M f = 0.20: 

-1.1 

-0.4 

1.6 

2.3 

(f) GE/GRC Configuration 5BB, M f = 

0.28 







External 

None 

7.9 

0.28 

0.82 

0.712 

-0.3 

0.2 

1.5 

2.5 

External 

None 

6.9 

0.28 

0.68 

0.869 

-0.7 

-0.4 

0.9 

2.1 

External 

None 

6.6 

0.28 

0.62 

0.945 

-0.1 

-0.1 

0.9 

2.0 



Average for Conf. 5BB, 

M, = 0.28: 

-0.4 

-0.1 

1.1 

2.2 


Average for Conf. 5BB in simulated flight: 

-0.7 

-0.2 

1.3 

2.3 
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Table VIII (Continued) - Statistical Summary 


Errors (experimental minus predicted) using predicted coefficients 


Nozzle/Plua 

SuDoressior 

l BPR 

Mf 

Vp/Vi ^mix^amb 

A(OASPL) 

A-f All fl 

eIOASPLI 

elAII ft 

(g) GE/GRC Configuration 

3BB, M f = 

0.00 






External 

None 

4.8 

0.00 

0.65 1.088 

1.1 

0.5 

1.5 

1.8 

External 

None 

5.0 

0.00 

0.67 1.048 

0.8 

0.1 

1.3 

1.8 

External 

None 

5.3 

0.00 

0.75 0.957 

0.6 

-0.1 

0.8 

1.4 

External 

None 

5.8 

0.00 

0.82 0.889 

-0.1 

-0.4 

0.5 

1.2 



Average 

for Conf. 3BB, M f = 0.00: 

0.6 

0.0 

1.0 

1.6 

(h) GE/GRC Configuration 

3BB, M f = 

0.20 






External 

None 

5.0 

0.20 

0.68 1.047 

0.3 

0.0 

0.9 

1.3 

External 

None 

6.0 

0.20 

0.88 0.826 

-1.6 

-1.0 

1.8 

1.7 

External 

None 

6.4 

0.20 

0.95 0.759 

-2.0 

-1.0 

2.3 

2.1 

External 

None 

6.6 

0.20 

1.02 0.636 

-1.1 

-0.1 

1.7 

2.3 



Average 

for Conf. 5BB, M f = 0.20: 

-1.1 

-0.5 

1.7 

1.8 

(i) GE/GRC Configuration 3BB, M f = 0.28 






External 

None 

4.8 

0.28 

0.65 1.059 

0.3 

0.1 

0.9 

1.6 

External 

None 

5.0 

0.28 

0.67 1.050 

-0.2 

-0.2 

0.7 

1.4 

External 

None 

6.2 

0.28 

0.89 0.827 

-1.8 

-1.0 

2.1 

2.1 



Average for Conf. 3BB, M f = 0.28: 

-0.6 

-0.3 

1.2 

1.7 


Average for Conf. 3BB in simulated flight: 

-0.9 

-0.4 

1.5 


(j) LeRC Outdoor Dual-Stream Hot Jet, M f 

= 0.00 





Ext. Core Coax. 

None 

1.8 

0.00 

0.37 1.040 

0.3 

1.0 

1.8 

2.4 

Ext. Core Coax. 

None 

1.3 

0.00 

1.33 2.021 

-2.2 

-2.0 

2.3 

2.3 

Ext. Core Coax. 

None 

1.1 

0.00 

0.45 1.041 

0.8 

0.8 

2.9 

2.4 



Average for AR = 1 .3, M f = 0.00: 

-0.4 

0.0 

2.3 

2.4 

Coplanar Coax. 

None 

2.0 

0.00 

0.37 1.009 

-0.7 

-0.4 

3.0 

3.6 

Coplanar Coax. 

None 

1.5 

0.00 

1.33 2.038 

-0.3 

-0.1 

0.7 

1.8 



Average for 

AR = 1.4, M f = 0.00: 

-0.5 

-0.2 

1.8 

2.7 

Coplanar Coax. 

None 

2.8 

0.00 

0.69 0.724 

2.8 

2.3 

3.1 

2.7 

Coplanar Coax. 

None 

1.7 

0.00 

2.84 1.721 

1.0 

0.9 

1.3 

2.6 

Coplanar Coax. 

None 

1.8 

0.00 

0.28 1.252 

1.2 

2.8 

1.5 

3.8 

Coplanar Coax. 

None 

1.6 

0.00 

0.44 0.958 

0.8 

0.9 

3.9 

3.4 



Average for AR = 1 .9, M f = 0.00: 

1.5 

1.7 

2.4 

3.1 

Coplanar Coax. 

None 

4.6 

0.00 

0.37 0.839 

2.3 

1.7 

3.6 

4.4 

Coplanar Coax. 

None 

3.5 

0.00 

1.33 2.134 

1.4 

1.5 

1.6 

2.5 

Coplanar Coax. 

None 

4.6 

0.00 

0.37 2.134 

2.3 

1.7 

3.6 

4.4 



Average for AR = 3.3, M f = 0.00: 

2.0 

1.7 

2.9 

3.8 


Average for old LeRC tests, M f = 0.00: 

0.8 

0.9 

2.4 

3.0 

(k) Lockheed Conic, M f = 0.02 - 0.05 







Conical 

None 

N/A 

0.02 

N/A 0.407 

0.4 

1.2 

0.7 

2.2 

Conical 

None 

N/A 

0.04 

N/A 0.736 

-1.3 

-0.7 

1.7 

1.9 

Conical 

None 

N/A 

0.05 

N/A 0.984 

-3.1 

-2.2 

3.3 

2.9 


Average for Lockheed Conic, M f = 0.02 - 0.05: 

-1.3 

-0.6 

1.9 

2.3 

(1) GE Cell 41 Conic, M f =0.00 







Conical 

None 

N/A 

0.00 

N/A 2.120 

-1.5 

-1.1 

3.6 

3.5 
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Table VIII (Concluded) - Statistical Summary 


Errors (experimental minus predicted) using predicted coefficients 


Nozzle/Pluq 

Suppression 

BPR 

M, 

VoM : 

t/ /p 

v mix' ^amh 

AlOASPL) 

A1AII fl 

eIOASPL) 

e{AII f| 

(m) GE/GRC Suppressed Configuration 3IB, M f = 0.0-0.28 





External 

Core Chevrons 

5.0 

0.00 

0.67 

1.047 

0.2 

-0.2 

1.0 

1.7 

External 

Core Chevrons 

5.0 

0.20 

0.68 

1.046 

-0.9 

-0.5 

1.2 

1.3 

External 

Core Chevrons 

4.8 

0.28 

0.65 

1.087 

-1.3 

-0.7 

1.6 

1.7 

External 

Core Chevrons 

4.8 

0.28 

0.65 

1.070 

-1.3 

-0.6 

1.7 

2.0 

External 

Core Chevrons 

6.1 

0.28 

0.88 

0.814 

-2.1 

-0.7 

2.6 

2.7 

External 

Core Chevrons 

5.0 

0.28 

0.67 

1.049 

-1.4 

- 0.8 

1.7 

1.8 

External 

Core Chevrons 

5.4 

0.28 

0.74 

0.979 

-2.0 

-1.2 

2.3 

2.2 

External 

Core Chevrons 

5.9 

0.28 

0.83 

0.891 

-2.3 

-1.0 

2.7 

2.6 

External 

Core Chevrons 

6.1 

0.28 

0.87 

0.828 

-2.2 

-0.8 

2.6 

2.6 


Average for Conf. 3IB, M f = 

0.0-0.28: 

-1.5 

-0.7 

1.9 

2.1 

(n) GE/GRC Suppressed Configuration 3IC, M f = 0.0 






External 

Cr&Fn Chvs 

4.9 

0.00 

0.65 

1.087 

0.2 

0.0 

1.0 

1.9 

External 

Cr&Fn Chvs 

5.1 

0.00 

0.68 

1.048 

0.2 

0.2 

0.8 

1.6 

External 

Cr&Fn Chvs 

5.4 

0.00 

0.74 

0.978 

0.1 

0.3 

0.7 

1.5 

External 

Cr&Fn Chvs 

6.0 

0.00 

0.83 

0.892 

-0.7 

-0.1 

0.9 

1.5 

External 

Cr&Fn Chvs 

6.8 

0.00 

1.03 

0.637 

-0.7 

0.2 

1.2 

1.7 



Average for Conf. 3IC, 

M f = 0.0: 

-0.2 

0.1 

0.9 

1.6 

(o) GE/GRC Suppressed Configuration 3IC, M f = 0.20 





External 

Cr&Fn Chvs 

5.1 

0.20 

0.68 

1.057 

-1.0 

-0.4 

1.6 

1.9 

External 

Cr&Fn Chvs 

6.2 

0.20 

0.87 

0.833 

-1.8 

-0.5 

2.1 

2.6 

External 

Cr&Fn Chvs 

6.5 

0.20 

0.93 

0.762 

-1.9 

-0.6 

2.3 

2.6 



Average for Conf. 3IC, M f = 0.20: 

-1.5 

-0.5 

2.0 

2.4 

(p) GE/GRC Suppressed Configuration 3IC, M f = 0.28 





External 

Cr&Fn Chvs 

4.9 

0.28 

0.65 

1.087 

-1.0 

-0.1 

1.7 

2.3 

External 

Cr&Fn Chvs 

5.1 

0.28 

0.68 

1.053 

-1.3 

-0.3 

1.8 

2.2 

External 

Cr&Fn Chvs 

5.4 

0.28 

0.74 

0.987 

-1.7 

-0.6 

2.2 

2.3 

External 

Cr&Fn Chvs 

6.0 

0.28 

0.84 

0.896 

-2.3 

-0.9 

2.7 

2.9 

External 

Cr&Fn Chvs 

6.1 

0.28 

0.87 

0.834 

-1.5 

-0.2 

2.1 

2.7 

External 

Cr&Fn Chvs 

7.1 

0.28 

0.98 

0.823 

-1.5 

0.0 

2.4 

3.1 



Average for Conf. 3IC, M f = 0.28: 

-1.5 

-0.3 

2.1 

2.6 


Average for Conf. 3IC, M f = 

0.0-0.28: 

-1.1 

-0.2 

1.7 

2.2 
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Outer Diameter, D^i 
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Figure 1. — Separate-Flow Coannular Plug Nozzle Geometry and Mixing Noise Generation Regions. 
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Figure 2. — Noise Source and Microphone Location Geometry. 
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1/3-Octave-Band Center Frequency, f, Hz 


Directivity Angle = 90 deg 



1/3-Octave-Band Center Frequency, f, Hz 


(b) Directivity Angle = 120 deg 


Figure 3. — Component Spectral Extraction Using Predicted Spectral Directivities and Experimental 
Coefficients for Conical Nozzle with Vj/camb = 0.98 and Mf = 0.05 (Ref. 29). 
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(c) Directivity Angle = 135 deg 



(d) Directivity Angle = 150 deg 

Figure 3. — Concluded. 
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(b) Directivity Angle = 120 deg 

Figure 4. — Comparison of Extracted and Predicted Component Spectral and Using Experimental 
Coefficients for Conical Nozzle with Vj/c amb = 0.98 and M f = 0.05 (Ref. 29). 
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(d) Directivity Angle = 150 deg 

Figure 4. — Concluded. 
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1/3-Octave-Band Center Frequency, f, Hz 


(a) Directivity Angle = 95 deg 



1 /3-Octave-Band Center Frequency, f, Hz 

(b) Directivity Angle = 139 deg 


Figure 5. — Component Spectral Extraction Using Predicted Spectral Directivities and Experimental 
Coefficients for Conical Nozzle with Vj/camb = 1 .74 and Mf = 0.0 (Ref. 30). 
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(b) Directivity Angle = 139 deg 

Figure 6. — Comparison of Extracted and Predicted Component Spectral and Using Experimental 
Coefficients for Conical Nozzle with Vj/c am b = 1.74 and Mf = 0.0 (Ref. 30). 
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Figure 7. — Component Spectral Extraction Using Predicted Spectral Directivities and Experimental 
Coefficients for Conical Nozzle with Vj/camb = 2.1 1 and Mf = 0.0 (Ref. 31). 
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Figure 7. — Continued. 
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Figure 7. — Concluded. 
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Figure 8. — Comparison of Extracted and Predicted Component Spectral and Using Experimental 
Coefficients for Conical Nozzle with Vj/camb = 2.11 and Mf = 0.0 (Ref. 31 ). 
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Figure 8. — Continued. 
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Figure 8. — Concluded. 
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Figure 9. — Comparison of Unsuppressed Merged or Large Scale Mixing Noise Level and Overall Sound 
Pressure Level Correlations. 
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(a) Unsuppressed Coannular Nozzles 

Figure 10. — Comparison of Experimental/Extracted Large Scale Mixing Noise with Correlation for 
Unsuppressed Configurations. 

NASA/TM— 2009-215524 63 



Configuration, M f 



- Correlation 

— 

-Corr. + 3.0 


Corr. - 3.0 

o 

C1BL, 0.00 

□ 

11 BL, 0.00 

o 

C2BL, 0.00 

A 

C3BL, 0.00 

X 

E4BL, 0.00 

X 

I5BL, 0.10 

+ 

I5BL, 0.20 

o 

E5BL, 0.00 

□ 

E5BL*, 0.10 

o 

E5BL*, 0.20 

A 

E5BL, 0.20 

X 

E5BL, 0.28 

X 

I8BL*, 0.10 

+ 

I8BL*, 0.20 

• 

E8BL, 0.00 

■ 

E8BL*, 0.10 

♦ 

E8BL*, 0.20 

A 

E8BL, 0.20 

o 

E8BL, 0.28 

□ 

111 BL, 0.10 

o 

E13BL, 0.00 

A 

E13BL, 0.20 

X 

E13BL, 0.28 

+ 

I14BL, 0.10 





Configuration, M f 




-Correlation 

— 

■Corr. + 3.0 


■ Corr. - 3.0 

o 

Le Con, 0.00 

□ 

GE Con, 0.00 

o 

Lk Con, -0.02 

A 

Lk CD, -0.05 

X 

Le Ann., 0.00 


Logarithmic Velocity Parameter, log (V e M /c amb ) 


(b) Single Stream Unsuppressed Nozzles 

Figure 10. — Concluded. 
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Figure 1 1 . — Comparison of Experimental/Extracted Large Scale Mixing Noise with Correlation for Unsuppressed 
and Suppressed BPR s 5 Configurations. 
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Figure 12. — Correlation of Small Scale Mixing Noise Level. 


NASA/TM— 2009-2 15524 


65 






Transition 

Region 

Mixing 

Noise 

Coefficient, 

C T ,dB 



142 

140 

138 

Transition 
Region 136 
Mixing 
Noise 134 
Coefficient 
Corrected 132 

Perimeter 130 
Ratio, -i 28 
C T + 45 [log 
(PRiPRo )]/ 126 
(1+BPR), dB 

124 

122 



Product of Velocity Ratio and Fully-Expanded Area Ratio, (V 0 /V|)(A 0 /A|) 


(b) Suppressed and Unsuppressed (BPR - 5) Dual-Stream Nozzles 

Figure 13. — Correlation of Transitional/Intermediate Scale Mixing Noise Level. 
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(b) Suppressed and Unsuppressed (BPR ~ 5) Nozzles in GRC Facility 

Figure 14. — Correlation of Plug Separation Noise Levels. 
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Figure 15. — Comparison of Experimental and Predicted Directivities for LaRC External Plug Nozzle with 
BPR s 5 at Vmix/Camb = 0.989 and M f = 0.10. 
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Figure 16. — Comparison of Experimental and Predicted Spectra for LaRC External Plug Nozzle with BPR s 5 
at Vmix/Camb = 0.989 and Mf =0.10. 
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Figure 16. — Continued. 
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Figure 16. — Continued. 
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Figure 16. — Concluded. 
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Figure 17. — Comparison of Experimental and Predicted Directivities for LaRC Internal Plug Nozzle with BPR = 1 1 at 
Vmix/Camb = 0.591 and Mf = 0.10. 
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Figure 18. — Comparison of Experimental and Predicted Spectra for LaRC Internal Plug Nozzle with BPR = 11 
at Vmix/Camb = 0.591 and M f =0.10. 
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Figure 18. — Continued. 
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Figure 18. — Concluded. 
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Figure 19. — Comparison of Experimental and Predicted Directivities for LaRC External Plug Nozzle with 
BPR s 5 at Vmix/Camb = 0.971 and Mf = 0.201 . 
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Figure 20. — Comparison of Experimental and Predicted Spectra for LaRC External Plug Nozzle with BPR s 5 
at V mix /Camb = 0.971 and M f = 0.201. 
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Figure 20. — Continued. 
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Figure 20. — Continued. 
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Figure 20. — Concluded. 
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Figure 21 . — Comparison of Experimental and Predicted Directivities for GE/GRC External Plug Nozzle with 
BPR = 13 at Vmix/Camb = 0.766 and Mf = 0.00. 
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Figure 22. — Comparison of Experimental and Predicted Spectra for GE/GRC External Plug Nozzle with 
BPR = 13 at Vmix/Camb = 0.766 and Mf = 0.00. 
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Figure 22. — Continued. 
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Figure 22. — Concluded. 
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Figure 23. — Comparison of Experimental and Predicted Directivities for GE/GRC External Plug Nozzle with 
BPR s 5 at Vmix/Camb = 1 -047 and Mf = 0.20. 
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Figure 24. — Comparison of Experimental and Predicted Spectra for GE/GRC External Plug Nozzle with 
BPR s 5 at V mix /c am b = 1 .047 and M f = 0.20. 
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Figure 24. — Continued. 


NASA/TM— 2009-215524 83 





1 /3-Octave-Band Center Frequency, f, Hz 


(d) Directivity Angle = 115 deg 



Figure 24. — Continued. 
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Figure 24. — Concluded. 
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Figure 25. — Comparison of Experimental and Predicted Spectra for Lockheed Georgia Conical Nozzle at 
Vj/Camb = 0.740 and Mf = 0.036 (Pseudo-static). 
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Figure 25. — Concluded. 
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Figure 26. — Comparison of Experimental and Predicted Directivities for GE Conical Nozzle at Vj/c am b = 2.11 
and Mf = 0.00. 
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Figure 27. — Comparison of Experimental and Predicted Spectra for GE Conical Nozzle at Vj/c am b = 2.1 1 
and Mf = 0.00. 
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Figure 27. — Continued. 
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Figure 27. — Continued. 
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Figure 27. — Concluded. 
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Figure 28. — Comparison of Experimental and Predicted Directivities for LaRC BPR s 5 Internal Plug Nozzle 
with Core Petals at V m i X /c a mb = 0.954 and Mf = 0.201 . 
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Figure 29. — Comparison of Experimental and Predicted Spectra for LaRC BPR = 5 Internal Plug Nozzle 
with Core Petals at V mix /Camb = 0.954 and M f = 0.201 . 
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Figure 29. — Continued. 
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Figure 29. — Concluded. 
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Figure 30. — Comparison of Experimental and Predicted Directivities for GE/GRC BPR s 5 External Plug 
Nozzle with Core Chevrons; V m i X /c a mb = 1.047 and Mf = 0.00. 
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Figure 31 . — Comparison of Experimental and Predicted Spectra for GE/GRC BPR s 5 External Plug Nozzle 
with Core Chevrons at V m i X /c a mb = 1.047 and M f = 0.00. 
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Figure 31 . — Continued. 
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Figure 31 . — Concluded. 
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Figure 32. — Comparison of Experimental and Predicted Directivities for GE/GRC BPR s 5 External 
Plug Nozzle with Core Chevrons; V m i X /c a mb = 1.049 and Mf = 0.28. 
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Figure 33. — Comparison of Experimental and Predicted Spectra for GE/GRC BPR s 5 External Plug Nozzle 
with Core Chevrons at V m i X /c a mb = 1 -049 and M f = 0.28. 
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Figure 33. — Continued. 
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Figure 33. — Concluded. 
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Figure 34. — Comparison of Experimental and Predicted Directivities for GE/GRC BPR s 5 External Plug Nozzle 
with Core and Fan Chevrons at V m i X /c am b = 1 .087 and Mf = 0.28. 
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Figure 35. — Comparison of Experimental and Predicted Spectra for GE/GRC BPR = 5 External 
Plug Nozzle with Core and Fan Chevrons at V mix /c amb = 1 .087 and M f = 0.28. 
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comparisons. The improved finalized model is incorporated into the FOOTPR code. MTC has also supported the adaptation of this code for 
incorporation in NASA’s Aircraft Noise Prediction Program (ANOPP). 
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